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Stare at the TMI core in the center of the red area for 30 seconds. 
Then look at a blank wall. Your eyes will reproduce the TMI core 
on a blue background (if it’s any other color , write Telemeter Magnetics). 


Our thinly disguised reason for presenting this optical 
phenomenon is to call your attention to the science of 
ferrite core manufacture as practiced at TMI. You can 
look to Telemeter Magnetics for top quality magnetic 
cores for any data storage application; for switching 
and other logic functions; and for special designs and 
characteristics to your specifications. 

Quality is assured by our staff of quality control engi¬ 
neers utilizing a million dollar investment in advanced 
test and inspection equipment. Every step in the manu¬ 
facturing process is carefully controlled from inspec¬ 


tion of incoming raw materials to final testing of the 
finished products. 

Remember that TMI makes a complete line of wired 
arrays, memory stacks, and complete memories. Look 
to TMI as your dependable source for ferrite storage 
and logic elements...memory planes...memory stacks 
... memories... data systems. Wherever your plant is 
located, TMI serves you. Your problem can be solved 
more quickly when you discuss it with a TMI applica¬ 
tion engineer. Write or call... 


g TELEMETER UVE .A-GHSTETIOS Inc. COMPONENTS DIVISION 

P.O. Box 329, Culver City, California • Offices and plant: 2245 Pontius Avenue, Los Angeles 64, California 

pioneer's in development and man nr acture of g o r- e memory prodnots 
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Backed by more than 

10,000,000 LIFE TEST HOURS 



Tl COMPLEMENTARY COMPUTER TRANSISTORS! 


(17 , . Now commercially available ... and 

| ACTUAL SIZE I 

1 - — backed by more than 10,000,000 hours of 

recorded life test reliability data ... eight types of 
performance-proved P-N-P and N-P-N alloy-junction 
germanium computer transistors! Take advantage of 
the high-reliability/low-cost benefits made possible by 
manufacturing economies already realized in IV 2 
years of high-volume production to the stringent 


requirements of International Business Machines 
Corporation. Mechanized production equipment has 
been built ... quality assurance controls and tech¬ 
niques have been 'perfected ... and are in full use noiv, 
making these high-volume/high-reliability/low.-eost 
units a reality today. Check the detailed specifications 
below and call your TI distributor or sales engineer 
for the low prices of these new computer transistors. 
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Derate at 2.5 mw/°C increase in ambient temperature over 25°C. 


} Conditions listed apply to N-P-N. Negative values used for P-N-P- 


germanium and silicon transistors 
silicon diodes and rectifiers 
tad^cap solid tantalum capacitors 
precision carbon film resistors 
sensfstor silicon resistors 
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The Data-Stor Model 59 Digital Tape Transport is ideally 
suited for use in computer, instrumentation and control 
applications. It incorporates the features of the highly 
reliable, military tape transports developed and proven by 
Cook Electric Company during the past 12 years in the 
Atlas, Titan, Polaris, and other missile programs. 

These features include exclusive use of modem, ultra 
reliable solid state circuitry — no gas or vacuum tubes. 


Precise tape handling insured by proportional reel drive 
servo systems—no jerky step servos. Tension error sensing 
is accomplished by synchro transmitters — no unreliable 
potentiometers or contact pile-ups. Field adjustments are 
eliminated by building tolerances into a single rugged tape 
deck casting. Endurance and quality are assured by strict 
adherence to the exacting design and workmanship re¬ 
quirements of MIL-E-4158. 


TAPE SPEEDS TO 150 IPS IN BOTH DIRECTIONS REWIND SPEEDS TO 400 IPS IN BOTH DIRECTIONS PACKING DENSITIES TO 600 NRZ BPI LESS 
THAN 3 MS STOP START OPERATES FROM 5 VOLT CONTROL PULSES OR LEVELS OF EITHER POLARITY FRONT PANEL ACCESS CHOICE OF NARTB, 
IBM, OR SPECIAL REELS ANY TAPE TO 1" CONDUCTIVE LEADER, LIGHT TRANSMISSIVE, OR LIGHT REFLECTIVE END OF TAPE SENSORS SOLID 
STATE READ/WRITE AMPLIFIERS METAL FACED READ/WRITE MAGNETIC HEADS AVAILABLE AS HIGH SPEED PHOTOELECTRIC READER. 
























the automatic handling of 
information 

volume 5, number 

FRANK D. THOMPSON Publisher 
GARDNER F. LANDON Vice President 



EASTERN JOINT COMPUTER CONFERENCE 

29 A Welcome, Frank E. Heart, Chairman 

31 The Conference, December 1, 2 and 3, 1959 

32 Exhibit Areas 

33 Exhibitors, Products 

35 Technical Program Introduction 

36 The Program 

45 Wednesday Night Panel Sessions 

46 Field Trips, Award, Speaker 
48 Committeemen 


SANTO A. LANZAROTTA Editor 
ETIENNE J. GUERIN European Editor 
DR. HERB GROSCH Contributing Ed. 
BETTE L. HOWE Production Manager 
MARTHA KNOWLES Circulation Mgr. 
LEO MONAHAN Art Director 


daniel d. McCracken 
C. L. WANLASS 

Editorial Advisers 


RICHARD W. NIELSON Sales Mgr. 


WARREN A. TIBBETTS 

New England District Manager 

434 Webster St., Manchester 4, N. H. 
NAtional 5-9498 


RICHARD W. NIELSON 

Eastern District Manager 

141 E. 44th St., New York 17, N. Y. 
MUrray Hill 7-5180 


ALBERT PUDVAN 

Cleveland District Manager 

3537 Lee Road, Shaker Heights 20, Ohio 
WAshington 1-9370 


GILBERT THAYER 

Midwest District Manager 

201 N. Wells St., Chicago 6, III. 
Financial 6-1026 


HAMILTON S. STYRON 

Western District Manager 

10373 W. Pico Blvd., Los Angeles 64, Cal. 
BRadshaw 2-2643 


E. J. GUERIN 

European Manager 

Box 824 

Stockholm 1, Sweden 


Circulation audited by 
Business Publications Audit 


BPA 


November/December 1959 

- Circle 3 on Reader Service Card 


ARTICLES 

7 Speaking of Small Computers; LGP-30, G-15, Recomp, 

1620 Placed in Line-up 

13 STEPS, a Management Game for Programming Supervisors 

19 Here comes the 1604; Control Data Offers New 
Solid State Machine 

21 IF IPS Statutes to be Considered; Member Societies Must 
Ratify by January 1, 1960 

26 Digital Equipment’s Special Purpose PDP 
Has Applications 

55 The Role of Fiber Optics in Data Recording 

62 Non-Linear Producing OTRAC 

75 St. Paul Firm Announces Computer Displays 

DEPARTMENTS 

10 Datamation in Business and Science 

22 People Moving Up in Datamation 
24 Important Dates in Datamation 

51 Plus and Minus, by Herb Grosch 

52 Datamation News Briefs 
57 .New Datamation Literature 

63 Datamation Abroad 

65 New Products in Datamation 

76 Advertisers’ Index 

EDITORIAL OFFICES - 10373 W. PICO BLVD., LOS ANGELES 64, CALIF. 


systems and systems; and other general arti¬ 
cles of interest to those in the data processing 
industry. Material submitted should be accom¬ 
panied by pictures and illustrations when pos¬ 
sible. Unsolicited manuscripts to be returned to 
writer should include return postage but editor 
assumes no responsibility for their safety (al¬ 
though all reasonable care will be taken). 
DATAMATION is published bi-monthly on or 
about the first day of every even-numbered 
month by F. D. Thompson Publications, Inc., Frank 
D. Thompson, president. Executive, Circulation 
and Advertising offices, 141 East 44th St., New 
York 17, N. Y. (MUrray Hill 7-5180). Editorial 
offices, 10373 West Pico Blvd., Los Angeles 64, 
Calif. (BRadshaw 2-0817). Published at Chi¬ 
cago Illinois, application as controlled circula¬ 
tion publication pending at Waseca, Minn. Copy¬ 
right 1959, F. D. Thompson Publications, Inc. 


THIS ISSUE—27,900 COPIES 

DATAMATION is circulated without charge by 
name and title to the manufacturers and users 
of automatic, information-handling equipment in 
all branches of business, industry, government 
and military installations. Qualified individuals 
in the United States and Canada are invited to 
request this publication on their company letter¬ 
head, stating position and firm’s business. 
Available to others by subscription at the rate 
of $5.00 annually; single issue, $1.00 when 
available. No subscription agency is authorized 
by us to solicit or take orders for subscriptions 
in the United States, Canada or overseas. 
DATAMATION will accept and consider articles 
dealing with small, medium and large electronic 
data processing systems; articles covering de¬ 
velopment and application of components, sub- 
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“Our Burroughs 205 computer saves us 
money in many ways ... Customer Billing, 
Accounting, Plant Expansion Studies, and Area 
and Resource Development .” 

PAUL B. MC KEE 

Chairman of the Board, Pacific Power <b Light 

In many ways, a Burroughs 205 electronic data proc¬ 
essing system is serving over 300,000 customers in the 
Great Northwest. The system is installed at Pacific 
Power & Light in Portland, Oregon, and is currently 
being used for accounting and engineering jobs. 

In 1948 the billing at Pacific Power & Light was 
centralized on key-driven equipment. Three years 
later, a forward-thinking management initiated 
studies of the electronic data processing field. Stan¬ 
ford Research Institute was called in to work with key 
pp&l accounting personnel in doing a study. After an 
exhaustive report on computer requirements prepared 
in 1956, management was ready to make a selection. 
States pp&l’s Chairman of the Board Paul B. McKee, 
“We were satisfied that ive had researched the prob¬ 
lem thoroughly and were able to make a completely 
objective choice. We purchased a Burroughs 205 sys¬ 
tem simply because it supplied the best answer to our 
needs.” Delivery of the 205 was in May, 1957. The 
customary step from key-driven machines to punched 
card equipment was completely bypassed, and the 
first electronically processed bills were sent out in July 


David P. Landry, Supervisor of Electronic Data Processing 



Dr. James Ward, Director of Research 


updates account records maintained on magnetic tape, 
processes connect and disconnect orders, local bills, 
adjustments, cash payments and myriad data changes. 

Vice-President and Controller of pp&l, George Mac¬ 
kenzie points out, “The computer didn’t solve • our 
paperwork problems overnight. But then we didn’t ex¬ 
pect it to. We did expect the 205 to enable us to serve 
our customers faster and more efficiently... and at con¬ 
siderable savings. It has more than met these expec¬ 
tations.” In addition, David P. Landry, Supervisor of 
Electronic Data Processing at pp&l says, “Our 205 has 
not only been fruitful from a tangible dollars and cents 
point of view, but the computer is also providing new 
sources of information for management.” 

pp&l’s 205 has operated on the average of 17 hours 
per day over the last two years. The company has not 
been content to restrict its system solely to commercial 
data processing, pp&l is using its 205 to solve complex 
engineering problems concerned with the generation, 
transmission and distribution of power. One of the en¬ 
gineering problems taken over by the machine is 
scheduling a most efficient use of water stored behind 
pp&l’s three Lewis River Dams to harness the full 
power potential of the river. The 205 program is, in 
effect, a mathematical model of the Lewis River hydro¬ 
electric facilities. According to Dr. James Ward, Di¬ 
rector of Research, “Its use has saved many hours of 
tedious calculations. The computer completes in one 
minute the solution of an operation study which re¬ 
quires 12 to 14 hours when done manually.” 

The 205 is also tackling other thorny engineering 
problems. Routines have been developed for use in 
planning and designing transmission lines. Another 
problem involves the calculation of the large short 
circuit currents which occur when lightning strikes a 
line. Dr. Ward anticipates that “the Burroughs 205, in 
solving technical problems for us, will provide the 
capabilities of a large scale analog computer, usually 
used for this work, and costing several hundred thou¬ 
sand dollars.” 


O • • 


• o o 





of 1957. Regarding their venture into electronic data 
processing equipment, pp&l’s treasurer Don C. Fris- 
bee says, “At the time we made the jump into elec¬ 
tronic data processing there was no established prece¬ 
dent in the utility field. However, with our problems 
of mounting paperwork, plus our growing needs for 
solutions to so many engineering problems, we felt it 
was necessary to make a pioneering move from key- 
driven equipment directly to an edp system” 

The customer accounting task for pp&l’s 205 was a 
stickler because their billing problems are so numer¬ 
ous. pp&l’s lines extend through Oregon, Washington, 
Wyoming, Montana and Idaho, and within this large 
service territory the company maintains 23 districts 
and 52 offices. Because its territories are so diverse, 
there are more than 200 different rate schedules. It 
also reports to five state commissions. 

Despite the many complexities, in one pass pp&l’s 
205 computer now processes 30,000 items in one day. 
And during this same single pass, it bills customers, 


In using their 205, pp&l has formed its own operat¬ 
ing team. Board Chairman McKee points out, “Al¬ 
though our data processing equipment team is com¬ 
posed of our own company-experienced personnel, the 
training they have received from Burroughs has been 
invaluable in the success of our program. We have 
found that the backing and service a manufacturer 
provides is as important as the equipment itself.” 

Today, pp&l is working on extending their account¬ 
ing and engineering uses of the 205 even further. 
They are confident in their explorations because the 
205 has already proven its versatility. And there is 
assurance too, because all of Burroughs’ complete line 
of advanced data processing systems are designed 
with customer expansion in mind. These Burroughs 
computers are currently aiding hundreds of other 
business and scientific users. For additional informa¬ 
tion on how the 205 or other Burroughs computing 
systems can help in your business, write ElectroData 
Division, Pasadena, California. 


Bu.rrou.gIis Corporation "NEW DIMENSIONS/in electronics and data processing systems ” 
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Announcing a major breakthrough in computer programming. 

If you’ve learned algebra, you can learn LGP-30 programming 

in just one day with 



Electronic Digital Computer 


The simplest, most economical compiling routine 
yet developed, ACT 1 now joins with the powerful 
Royal Precision LGPr30 to give you an unbeatable 
combination — low-cost, versatile general purpose 
electronic computation and programming. 

With only a basic knowledge of mathematics, 
you can teach yourself ACT 1 in a single day. You 
can then submit any problem to the computer in 
simple algebraic form. 


useful calculation. Both compiling and computing 
times are very rapid. Because the machine language 
program is punched on tape, it can be automatically 
brought into the computer whenever required. 

Capable of compiling a fixed and/or floating 
point program for the LGP-30, ACT 1 vastly re¬ 
duces programming time, gives you final solutions 
faster than ever! It is by all odds the simplest com¬ 
piler to learn and to use. 


ACT 1 translates from a language you know into 
the machine language of the LGP-30. ACT 1 need 
not remain in the LGP-30 at compute time—giving 
you the entire computer memory (4096 words) for 


We will be happy to send you the ACT 1 compil¬ 
ing routine free of charge. Write today to Royal 
McBee Corporation, Data Processing Division, Port 
Chester, New York. 





Royal Precision Corporation 


Royal Precision is jointly owned by the Royal McBee and General Precision Equipment Corpo¬ 
rations. LGP-30 sales and service are available coast-to-coast, in Canada and abroad through 
Royal McBee Data Processing offices. For complete information on the LGP-30 write 
ROYAL McBEE CORPORATION, data processing division, Port Chester, New York 
Circle 5 on Reader Service Card. 
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SPEAKING 


lgp-30, g-15, recomp, 1620 placed in line-up 


Comparisons are odious, someone has said, but often they 
are quite interesting and informative as well. DATAMA¬ 
TION intends to present, from time to time, objective 
comparisons similar to the one appearing on the following 
pages in the belief that competitive equipment in the 
computer industry is due for this type of coverage. 

Particular inspiration for this piece came from the IBM 
announcement of their new desk size computer last month. 
The 1620, it must be admitted, is a neat little machine 
designed to give its well-established competition fits. Sale 
priced at $74,500, the computer will rent at a price 
slightly above two competitors and considerably below a 
third — $1600 a month. 

Incidentally, it was pointed out. that one significant 
precedent has been shattered. This is the first piece of IBM 
equipment with a monthly rental price lower than the 
machine’s model number. 

Along with the side-by-side listings on the next two 
pages, what can be said of the four machines? We can 
cite some good and bad features of each. All comments 
are made on the premise that only four computers are 
being considered. — LGP-30, G-15, Recomp and the 1620. 
LGP-30 — is least expensive of the four machines. There 
are over 300 now in use and Royal McBee can and is 
providing fastest delivery. But the 16 command vocabu¬ 
lary is rock bottom and the machine is relatively slow. 
G-15 — offers a very attractive extra in expandable input- 
output (I/O is also fully buffered). The machine has 
multiple back plugs for black box attachments (allowing 
easiest access to the computer). However, G-15 machine 
language coding is anything but a programmer’s dream 
(INTERCOM is recommended) and this computer needs 
more power and generates more heat than any of the 
light-weights. 

Recomp — is the exclusive owner of built-in floating point. 
It is also the first small solid state machine. It is physically 
the smallest of the four and therefore requires less space 
and is literally portable. But its absolute cost is high. No 
one questions the machine’s merits, but it is still priced 
high. Also, some programmers are not overly fond of the 
two instruction per word feature. 

The 1620 — boasts the only core memory (true random ac¬ 
cess storage) of the quartet. It, too, is solid state and seems 
to be the fastest machine being considered (see ADD 
TIME on table). The 1620’s drawbacks are not immedi¬ 
ately obvious. This section of our report will have to wait 
for the inevitable feedback from users. But one sour note 
can be sounded now. In light of the fact that this is the 
newest of the small machines, one can hardly be im¬ 
pressed by the 150 characters/second speed of the 1621 
photo-electric reader. 

Now we refer you to the line-up on pages 8 and 9. 


The IBM 1620 

The 1620 consists of two modular units, a Central 
Processing Unit and a Paper Tape Reader and Punch. 
No air-conditioning equipment is required. 

The 1620 Central Processing Unit contains the oper¬ 
ator’s control console, a modified electric typewriter, 
the magnetic core storage unit, the arithmetic and logi¬ 
cal unit, and related circuitry. 

The keys, lights, switches, and visual displays in¬ 
cluded on the control console are used for manual ma¬ 
chine control, to correct errors, and to display and re¬ 
vise the contents of storage. 

The magnetic core storage unit has a capacity of 
20,000 alphameric digits, each of which is individually 
addressable and can be made immediately available 
for processing. All data introduced into the system is 
placed in core storage as decimal digits. Alphabetic and 
special characters are handled automatically, with each 
being stored as two decimal digits. 

The 1620 uses variable field length: only those 
memory locations required to express a number are 
used. For example, two positions in memory are re¬ 
quired to express the number “twelve/’ whereas in 
computers with fixed word length, the same number 
would require the use of as many as ten positions of 
memory, eight of which would be zeros to extend the 
word to its fixed length. 

The central processor’s arithmetic and logical func¬ 
tions are under control of the computer program. The 
arithmetical operations of addition, subtraction, and 
multiplication are accomplished automatically by a 
table look-up method. Division is performed by an 
available sub-routine using existing arithmetic opera¬ 
tions and logic. A programmer need write one instruc¬ 
tion to perform division. 

Additions and subtractions of five digit numbers are 
performed in 560 microseconds. This includes the ac¬ 
cess time required to make the data available, the 
arithmetical operation, and the storing of the result in 
memory. A similar multiplication problem would re¬ 
quire 5.96 milliseconds. All internal operations are 
checked, as is all input-output data. 

Information is introduced into the 1620 system by 
means of the 1621 photo-electric paper tape reader 
and/or the keyboard of a modified electric typewriter. 
The reader reads eight-channel paper tape at 150 
ch/sec. When information is introduced into the sys¬ 
tem by typewriter, a hard copy record of this data is 
obtained as a by-product. The 961 tape punch and the 
typewriter comprise 1620 output devices. % 
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ROYAL MC BEE BENDIX 
LGP-30 G-15 



MEMORY 

4,096 words, drum 

2,160 words, drum 

MINIMUM RENTAL 
(month) 

$1,100 

$1,350 

ADD TIME, 

OPTIMIZED 

2.26 ms for 

single address addition 

.54 ms for 

single address addition 

COMMAND 

VOCABULARY 

16 commands 

100 commands 

ADDRESSING 

STRUCTURE 

single 

single 

FLOATING POINT 

programmed 

programmed 

BENCHMARK TIME* 

41.6 ms 

22.1 ms ** 

CODING SYSTEM 

EASE, ACT 

POGO, INTERCOM, 
INTERCARD 

INPUT-OUTPUT 

FACILITY AND TOP 

I/O SPEEDS 

Flexowriter, keypunch 
card reader 

10 digits/second 

typewriter, photo-electric 
tape reader 

200 characters/second 

WORD STRUCTURE 

30 bits + sign 

28 bits -f- sign 

ELECTRONICS 

113 tubes 

450 tubes 

POWER 

115v, 1500 watts 

115v, 3800 watts 

> 

OPTIONAL EXTRAS 

keypunch card reader 
photo tape reader 
fast tape punch 

Circle 101 on Reader Service Card. 

complete card equipment 
magnetic tapes 
second paper tape unit 

DDA device 

Circle 102 on Reader Service Card. 
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AUTONETICS IBM 

RECOMP 1620 



*The benchmark 
problem chosen for 
this comparison con¬ 
sists of performing 
10 adds and one 
multiply. 


4,096 words, drum 

20,000 digits, core 

$3,000 

$1,600 

.54 ms for 

single address addition 

.80 ms for complete 8-digit 
add-to-memory *** 

49 commands including 

9 floating point 

32 commands 

single 

two-address 

built-in 

programmed 

16.2 ms ** 

20.11 ms 

RECEIPE 

FORTRAN, assembler 

paper tape unit 
typewriter 

400 characters/second 

paper tape unit 
typewriter 

150 characters/second 

39 bits -f- sign 

character addressable, decimal 

transistorized 

transistorized 

115v, 600 watts 

115v, 2000 watts 


none announced**** 

Circle 103 on Reader Service Card. 

Circle 104 on Reader Service Card. 


**These figures are 
based on optimized 
coding, using high¬ 
speed recirculating 
storage. 


***The 1620 has no ac¬ 
cumulator as such. 
W ith true two-ad¬ 
dress logic, an add 
command is equiva¬ 
lent to over two sin¬ 
gle address com¬ 
mands. 


* ***0 ne final word—the 
1620 will probably 
not be deliverable for 
at least a year. While 
this is not a real 
drawback (since 
users will need time 
to prepare for the 
machine) it still 
leaves a clear field to 
the small computer 
manufacturer selling 
to the firm who 
wants a machine 
now. 
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C-E-I-R HAS 
PLANS, IS TRAVELING 


ANOTHER L. A. 
STRETCH-LIKEMACHINE? 


IBM HAVING 
NO TROUBLE MOVING 1401 


CHANCE VOUGHT, 
OLIVETTI INCREASE HOLDINGS 


mhtion in business and science 


Ambitious plans and projects seem to be the order of 
the day for C-E-I-R, In September, "the country's 
largest independent commercial computing service" 
announced plans to open five large-scale computer 
service centers within the next two years. Three of 
the centers, in New York City, Houston and Washing¬ 
ton are scheduled to receive 7090's. A fourth center 
in Chicago will have "a comparable machine, to be 
chosen from among the various high-speed computers 
which will become available from several manufac¬ 
turers, in 1960." But the fifth center is attracting 
the most attention. Scheduled to open in Los Angeles 
by mid-1961, this center will have a "next generation 
machine" as its heart. (No one will come right out and 
say STRETCH.) It is not coincidental by any means 
that C-E-I-R has hired Dr. Herbert R. J. Grosch as 
Director of Corporate Programs and Planning. Dr. 

Grosch joined the firm on October 19th and three days 
later was in Los Angeles where he was interviewed 
by DATAMATION. Dr. Grosch admitted that he was in 
L.A. to make preparations for the proposed center. He 
is currently looking for the nucleus of a staff which 
will eventually number some 200 people . . . C-E-I-R 
has also hired Robert R. Joslyn. Joslyn will be man¬ 
ager of the Stockbrokers Service Center to be estab¬ 
lished in the Washington-Baltimore area. He was 
formerly manager of Business Applications at the GE 
Computer Center in Huntsville, Ala. 

t • 

More L. A. news—It is rumored that The RAND Corp. is 
seriously studying the possibility of forming a 
cooperative computer group which will use a machine 
with STRETCH-like capability. Detailed in the rumor is 
the fact that RAND is attempting to interest both 
government and non-government contractors. The com¬ 
petitive atmosphere surrounding the Los Angeles plans 
being made by both RAND and C-E-I-R will be watched 
with interest by the entire computer industry. 

IBM announced its 1401 data processing system on 
October 5th and then sat back to wait for orders. It 
wasn't much of a wait. They probably knew that the 
system would move well but DATAMATION suspects that 
their estimated total production figure was on the 
conservative side. Ever-spiralling unofficial reports 
are being circulated concerning 1401 orders. DATAMA¬ 
TION confirmed one of these reports, to whit: North 
American Aviation has ordered thirty-one (31) 1401's 
for its various divisions. It would be safe to con¬ 
jecture that approximately 1,000 orders for the new 
business machine have been received to date. 

The merger parade continues. Chance Vought Aircraft of 
Dallas acquired a majority interest in National Data, 
Processing Corp., of the same city. This represents a' 
further indication that Chance Vought's diversifica¬ 
tion is headed toward the computer and data processing 
industry. It will be remembered that CVA was behind 
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RCA PLANS 
FULL TIME CENTER OPERATION 


FACTS, FIGURES 
ANNOUNCED BY REM RAND 


CHANGES NOTED 
AT COMPUTER SCIENCES 


A 176-HOUR 
FOLLOW-THE-LEADER GAME 
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the formation of Genesys Corp. of Los Angeles. . . . 
Early in October, Olivetti Corp., of Italy, bought a 
controlling interest in Underwood Corp. It is common 
knowledge that Underwood had fallen behind its equiva¬ 
lent numbers in the U.S. business;machine field as the 
latter moved toward developing data processing sys¬ 
tems. It would not be at all surprising to see an 
Olivetti-designed computer marketed by Underwood 
within a year or two. Initially however, it is be¬ 
lieved that the two companies will concentrate on in¬ 
tegrating their business machine effort and making 
their worldwide operation an effective one . . . Bull 
Machine Co. of France still hasn't picked up a U.S. 
partner. According to published reports Bull is 
negotiating with some 12 U.S. companies. Remington 
Rand still might have a slight edge in this 
competition. 

RCA and IBM seem to be engaged in a mild battle of 
news releases these days. Latest shot — RCA announced 
around-the-clock operations are being planned for its 
Wall Street computer center. That firm will open its 
financial district facility roughly three months 
before the doors of IBM's center swing wide. The RCA 
release stated, "Services offered by the center will 
include computation of customers' trades, issuance of 
same-day confirmations with name and address included, 
and printing of customers,' statements, either cycled 
or end-of-month. 

Some figures from Remington Rand ... as of Septem¬ 
ber, seven solid-state systems (both 80 and 90) are 
rolling off the assembly line every month. This number 
will be increased considerably by April, 1960. At that 
time the first solid state tape systems will also be 
available. RemRand announces a 12 to 15 month wait for 
systems, ordered now. The firm's entry in the random 
access storage area, Randex, will be available "next 
spring." The Randex cabinet will contain two drums 
(minimum unit) capable of storing six million char¬ 
acters. The announced average access time is 400 mil¬ 
liseconds. 

At Computer Sciences Corp., where work on the Honey¬ 
well 800 compiler is progressing, some significant 
personnel changes should be noted. Bob Patrick, one of 
the firm's founders, left on September 30th to try his 
hand at consulting. New arrivals include Dave Fergu¬ 
son, who was formerly chief of programming at the 
Western Data Processing Center and Dale Hanks, a 
former North American engineer with varied talents (he 
is designer of the X-15 fuselage). 

Minneapolis-Honeywell announced a 176-hour leasing 
plan for its Honeywell 800. A departure from the 
industry's 8-hours-daily rental pricing methods, the 
plan will allow use of a Honeywell 800 system for 176 
hours a month on any time schedules required to fill 
the customer's needs. Honeywell made the move to 
accommodate firms faced with monthly peak load data 
processing. It probably was not entirely coincidental 
that both IBM and Philco announced similar 176-hour 
plans soon after release by Honeywell hit the streets. 
It should be only a matter of time before the rest of 
the industry makes it. unanimous. 
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new! from 
benson-lehner... 
direct display 
from 

magnetic tape! 



digital magnetic tape by using Benson-Lehner’s new transis¬ 
torized converter. Adaptable to any computer magnetic tape, 
it eliminates the need for conversion to punched cards and 
will more than double the speed of the Benson-Lehner 
ELECTROPLOTTER you already own! By converting digi¬ 
tal tape data to an analog voltage, it provides a compatible 
input for many automatic graph plotters and X-Y recorders. 
Write now for information or to have an applications engi¬ 
neer help establish your exact requirements. 



benson-lehne 


Corporation 


< 1860 Franklin Street • Santa Monica, California 

Offices: los angeles; Washington, d.c.; dayton, ohio 
Service Center in 28 cities throughout the world. 

Circle 6 on Reader Service Card. 
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ROBERT BOGNSLA.W & WARREN EELTON 



A new industry is emerging in the wake of contemporary 
computer technology — the manufacture of computer pro¬ 
grams for large scale automation efforts. This industry 
consists of firms which have on their payrolls hundreds or 
thousands of computer programmers, all engaged in the 
writing of computer programs for large scale, coordinated 
automation efforts. 

Spectacular advances in the design of computers and 
the development of more sophisticated programming lan- 
gauges serve to highlight the fact that this is an industry 
in which production techniques, equipment and skills be¬ 
come obsolete with unprecedented speed. It is an industry 
where the absence of qualified production managers to 
supervise the production of these computer programs can 
lead to unprogrammed and devastating chaos. 

STEPS, the STAFF Training Exercise for Programming 
Supervisors was developed at the System Development 
Corporation as one effort to do something about providing 
training for such managers. 

STEPS presents a simulated work environment for 
supervisors or managers of a programming effort. The 
training goals of STEPS are twofold: 

1. To develop competence in recognizing the impact 
upon work flow of events which can affect produc¬ 
tion. 

2. To develop competence in decision-making program¬ 
ming production. 

The most serious difficulty in preparing STEPS had to 
do with providing a standard unit for describing programs. 
Programmers talk about the number of orders or instruc¬ 
tions which a program contains as indicative of the 
amount of work which should go into writing it. But this 
is complicated by questions of “complexity,” “difficulty,” 
etc. Before any progress could be made, it was necessary 
to have some way of describing programs in relative 
terms; to provide a basis for estimating the time, num¬ 
ber, and qualifications of people needed to get them 
written. 

For this purpose a set of seven dimensions or rating 
scales was developed. These scales are contained in the 
following table: 

TABLE I 

PROGRAM RATING SCALES 

1. Degree of Generalization 

a. Parameterized, but requires reassembly to 
change parameters 

b. Parameterized, uses card input for changes 

c. Modularized, uses subroutines and a logical 
framework (fully parameterized) 
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d. Uses executive-subroutine approach, semi¬ 
compiler technique 

e. Compiler type, uses a problem language, 
compiling-machine language 

2. Complexity 

a. Simple input-compute-output or service 

b. Straightforward mathematical subroutine 

c. Multi-input, multi-output, straightforward 
processing 

d. Logically or mathematically complex, inde¬ 
pendent of other programs 

e. Logically or mathematically complex, sys¬ 
tem integrated, or simultaneous multi-input 
output 

3. Size 

a. 0-200 instructions 

b. 200-500 instructions 

c. 500-1000 instructions 

d. 1000-4000 instructions 

e. Multiprograms of (d) size or greater than 
4000 instructions 

4. Level of formulation and planning 

a. Flow-diagrammed — detailed 

b. Formats and detailed functional description 
documented 

c. Program requirements documented 

d. ^ System analysis complete, system require¬ 

ments documented 

e. Statement of contract scope and respon¬ 
sibility 

5. Dependency 

a. Self-contained, completely independent 

b. Subroutine, meets requirements for use in 
other programs 

c. Operates as one stage of a 2-4 stage process 

d. Operates within a utility system and as part 
of a complex program system 

e. Completely dependent on internal system 
organization and external environment 

6. Uniqueness of techniques required 

a. Common, elementary, machine limited by 
computer language 

b. Common machine language, limited prob¬ 
lem oriented language 

Robert Boguslaw is Administrator, Staff Training and 
Warren Felton is Coordinator for Professional Develop¬ 
ment with System Development Corporation, Santa Mon¬ 
ica, Calif. 
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test control 
and complete data 


iNow botn test control ana aata processing systems are 
available from one firm —one central source possessing 
an outstanding record in each area. This is the complete 
test package needed by today’s advanced facilities for 
rocket and missile power plants — engineered as a single 
concept by an experienced CSC team. For full information, 
write for Bulletin 3022-X2. » 


Photo courtesy Rocketdyne, a division of North American Aviation, Inc. 


The Consolidated unit shown at far left provides complete program' 
ming and control versatility over wide ranges of test conditions. 

Right: CSC's new MicroSADIC high speed analog-to-digital 
data processor which is the heart of an instrumentation system 
capable of delivering data from transducers to computer. 


CORPORATION 


CONSOLIDATED SYSTEMS 

1500 S. Shamrock Ave., Monrovia, Calif. 


a subsidiary of 

CONSOLIDATED ELECTRODYNAMICS 


Circle 7 on Reader Service Card. 
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STEPS, A MANAGEMENT GAME FOR PROGRAMMING SUPERVISORS 



c. Computer oriented language and full prob¬ 
lem oriented language 

d. Universal computer oriented language 

e. Advanced developmental language 

7. Efficiency requirement 

a. Low (One-shot usage) 

b. Medium (general program usage) no time or 
space limitations 

c. Medium (general program usage) with time 
or space restrictions 

d. High (subroutines, utility systems, and high¬ 
ly repetitive programs) no space — time re¬ 
strictions 

e. High (subroutines, utility systems and high¬ 
ly repetitive programs) with space — time re¬ 
strictions 

work situation for participant 

With the use of these rating scales, it was possible to 
define a programming project without the use of actual 
programs. This project, in STEPS, is described in a memo¬ 
randum to the participants and includes a system diagram 
with verbal descriptions of each program to be produced. 
These verbal descriptions are designed to approximate the 
language actually used in talking about programs. They 
are composed entirely, however, of statements taken from 
each of the seven scales. 

The exercise may be conducted with any number of 
participants in groups of three. The work situation is iden¬ 
tical for each group. Each group represents one “com¬ 
pany.” The trainees are given desks, chairs, paper, pen¬ 
cils, in-and-out correspondence baskets, and certain work 
forms. 

They are told that they are now employees of the com¬ 
pany. Each has the position of section head and all are 
part of the same project reporting to the project office. 

The desks of the three section heads are close to each 
other so that they may easily confer. All communication 
with other parts of the environment must be conducted 
through memoranda or other written forms. 

The section head is given an initial work assignment in 
the form of a memorandum from the project office. This 
memorandum describes the project tasks, initial respon¬ 
sibilities of Section Heads, money available for salaries, 
salary and skill levels of all personnel classifications, proj¬ 
ect office requirements, and project office policy. The sec¬ 
tion heads are expected to determine the number of em¬ 
ployees and personnel classifications needed for initial 
staffing, to requisition them from the personnel office, and 
to assign them to appropriate programming tasks. As the 
exercise proceeds, additional memoranda may be received 
from the project office, computer room, assistant section 
head, or other parts of the environment. These memoranda 
characteristically introduce new difficulties that must be 
dealt with in the context of the ongoing operation. 

Each participant receives information about the prog¬ 
ress of his programming effort. He is given the expected 
date of completion and actual completion date for the 


current phase of each program. At the completion of each 
program, a report is received that tells: 

1) Number of errors in the program 

2) Quality of the program (a summary figure that con¬ 
siders operating efficiency of the program, extent to 
which program requirements have been met, and 
the general usability of the program). 

In short, each of the three “section heads” is given a 
verbal description and diagram of the joint project and a 
statement of his section’s responsibilities. No “buck pass¬ 
ing” up the chain of command is permitted. Decisions 
having project wide implications must be concurred in by 
all section heads. 

Monthly budget reports, reflecting the expenditures for 
salaries, are issued to all participants. 

simulated environment 

The simulated environment includes persons or offices 
with which the participants can communicate. 

assistant section head and 
section programming staff 

Each section head has a simulated assistant section 
head. All communication with the simulated section pro¬ 
gramming staff occurs through the assistant section head. 
The work accomplished by the staff varies with such fac¬ 
tors as personnel categories of the persons involved, dura¬ 
tion of assignment, and the specific program and phase of 
the program on which work is being done. 

The assistant section head reports to the section head 
progress on all programs by the section programming staff. 

Work progress is measured by referring to simulation 
aids. Each phase of each program is given a number rep¬ 
resenting the “man days of work” required to get it writ¬ 
ten. The simulation aids show the number of “man days of 
work” which will be done during any phase as a result of 
assigning persons of different categories to that phase for 
a two week period. 

The quality and number of errors in a specific program 
are also determined. It is assumed that for any phase of a 
program, a minimum skill level for assigned personnel is 
necessary to ensure standard quality and relative freedom 
from error. Skill levels in STEPS are represented by six 
job classifications. If the top job classification of persons 
assigned to a specific program phase differs from the es¬ 
tablished minimum, the result may affect quality or num¬ 
ber of errors. 

project office 

The project office represents the immediate superior of 
the trainees. The strategy here can be varied to suit the 
requirements of different situations. Additional work re¬ 
quirements are not assigned directly to sections. The proj¬ 
ect office informs all sections of a new requirement and 
indicates that any reasonable method, concurred in by all 
section heads, will be approved. A diary of unanticipated 
events, contains a listing of emergency situations which 
may arise. These events, inserted in a planned sequence, 
complicate the programming supervisor’s planning task 
and provide realistic challenges to the participants. 

(Continued on next page) 
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other offices 

All changes of personnel status are processed through 
the personnel office. Recruiting of new personnel is ac¬ 
complished by referring to hiring and termination prob¬ 
abilities, which specify both the probabilities of hiring 
different categories of personnel in various time periods 
and termination probabilities for each category. Hiring 
new personnel and terminating old personnel is accom¬ 
plished through the use of predetermined hiring and 
terminating probabilities. 

Transfers from one section to another are processed 
through the personnel and finance office to ensure ap¬ 
propriate accountability of funds. 

Monthly reports reflecting the expenditures of each 
section and the remaining funds in the project budget are 
distributed by the finance office. 

Simulation of the computer room is confined to notifica¬ 
tion of all section heads by memoranda when the com¬ 
puter becomes nonoperational or unavailable. These mem¬ 
oranda are prepared before the exercise by utilizing a 
table or random numbers. The memoranda are part of the 
diary of unanticipated events. 

Participants who require additional forms, pencils, pa¬ 
per, etc., may obtain them by writing notes to the supply 
room. The supply room complies with all requests on a 
reasonable realtime basis. 

knowledge of results 

At the conclusion of a STEPS session the trainees are 
presented with information about the results of their per¬ 
formance. This information is prepared by the simulators 
and includes the following: 

1) Speed with which contract commitments were ful¬ 
filled. 

A Program Progress Report is completed to reflect 
the date of completion of each program and pro¬ 
gram phase. 

2) Economy of Operations. 

A completed Salary Budget Status form shows the 
amount of money spent by each section for salaries 
each month. It also shows total salary expenditure 
by section and company for entire project. 

3) Numbers of Errors in completed programs. 

A Program Quality Data Chart provides a phase- 
by-phase account of the occurrence of errors. These 
are determined by the personnel assignments made 
by the trainees. 

4) Quality of work produced. 

This is available as a summary figure which rellects 
the following: 

a) Operating efficiency of program 

b) Extent to which program requirements have 
been satisfied 

c) General usability of the program 

The program quality data form provides a phase- 
by-phase account of the occurrence of increments 


to standard quality. This, too, is determined by 
personnel assignments made by participants. 

With the aid of this information it is possible for trainees 
to review the extent to which they succeeded in recog¬ 
nizing the impact work flow of various events which oc¬ 
curred during the exercises and assess the effectiveness of 
their decisions in getting programs produced. 

environment modification 

The simulated environment is not, of course, an ac¬ 
curate replica of the environment encountered by an actual 
programming supervisor. Many features of typical live en¬ 
vironments have been modified or ommitted. 

The hiring and termination rates are approximations. 
Also, live subordinates are not used; instead, estimates of 
the amount and quality of work that would be done by 
such personnel are utilized. For such estimates to be ac¬ 
curate, they should be based upon actual work records for 
similar programming tasks. The seven scales provide a 
basis for comparing the performances of different em¬ 
ployees. Probabilities of work progress, errors, and qual¬ 
ity of completed programs are assigned on the basis of 
standard performance for actual personnel with analogous 
classifications. This standard, however, can be only ap¬ 
proximate since actual work records have never previously 
been maintained in terms of bur scale categories. More¬ 
over, differences between individuals of the same grade 
have been omitted except for one feature: individuals as¬ 
signed to programs classified as “similar” (to programs on 
which they have previously worked) require less time to 
become productive than individuals transferred- to pro¬ 
grams classified as “different” (from programs on which 
they have previously worked). 

A substantial portion of the time of a programming 
supervisor would normally be devoted to dealing with the 
human part of his environment through such activities as 
telephone conversations and face-to-face meetings with 
staff subordinates, supervisors and peers. The only part of 
this environment thus far included within STEPS is the 
face-to-face meetings of a participant with the other sec¬ 
tion heads on his project. We have given considerable at¬ 
tention to the possibility of enriching the simulation by in¬ 
cluding in the Diary of Unanticipated Events require¬ 
ments or options for participants to engage in face-to-face 
meetings and telephone conversations with subordinates 
and superiors. Results of such meetings could readily be 
translated into operationally significant records when ap¬ 
propriate. 

This, then, is another of the methodological develop¬ 
ments which we find so exciting — the utilization of out¬ 
comes of interpersonal encounters as inputs to the produc¬ 
tion process. Although considerable work remains to be 
done, we feel that it will be possible to provide effective 
well balanced training for programming production man¬ 
agers who, in the computer program manufacturing indus¬ 
try must deal not only with the hard facts of complex 
computer programs, but with what, on occasion, must 
seem to be the equally hard heads of programming people 
as well. W 
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ANALOG INPUTS 


ANALOG OUTPUT 
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A COMPLETE LINE... COMPLETELY SOLID STATE 



1. REDCOR DC AMPLIFIERS 

A new line of 200 KC, low noise, solid 
state dc instrumentation amplifiers 
with transistor chopper stabilization. 
Differential models provide 100 meg¬ 
ohms input impedance and 120 db 
common mode rejection. Redcor 
Potentiometric and Operational 
Amplifiers also provide eye-opening 
performance. 



2. COMMUTATORS AND 
MULTIPLEXERS 

High speed solid state commutators 
permit one MULTIVERTER to do the 
work of many A-to-D converters. 
Where random switching to one of 
many analog channels is required, 
PBCC Multiplexers offer high per¬ 
formance and economy. 

3. SAMPLE AND HOLD 

Varying voltages fed to the “Sample 
and Hold” unit may be individually or 
simultaneously sampled and then 
held to provide time coincident data 
for computing. As are all Packard 
Bell Computer products, the Sample 
and Hold is solid state throughout. 



4. ANALOG TO DIGITAL 
CONVERTERS 

The highly versatile MULTIVERTER 
series affords reliable solid state 
A-to-D conversion accurate to 0.01% 
at 4 microseconds per bit. Its ad¬ 
vanced solid state design has already 
become an industry standard and is 
thoroughly field proven. 

5. DIGITAL MODULES 




Low cost, reliable solid state tran¬ 
sistorized and magnetic digital mod¬ 
ules are available for rapid construc¬ 
tion of special systems. 200 KC and 
3MC transistor modules, 50 KC and 
100 KC magnetic modules and a self- 
powered case available from stock. 



6. DIGITAL TO ANALOG 
CONVERTERS 

Among many available D-to-A convert¬ 
ers is a new unit with analog storage 
called Magnahold. It permits a single 
time-shared D-to-A converter to han¬ 
dle a large number of conversion 
channels. The new 2 oz. plug-in, 
Digit-AC converts digital data to AC 
voltage and is specially designed for 
airborne applications. 




A SUBSIDIARY OF PACKARD BELL ELECTRONICS 


1905 ARMACOST AVE. LOS ANGELES 25, CALIF. GR 8-4247 

Circle 30 on Reader Service Card. 
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JB TRANSISTORFORMERS are specified by leading manufacturers of computers, missiles, transistor 
radios, F-M tranceivers, telephone message recorders, miniature electronic airborne equipment and hear¬ 
ing aids. Used with transistor circuits, JB TRANSISTORFORMERS will reduce the size of your product, 
match outputs at all points in your circuit and improve your frequency response. 



ELECTRONIC TRANSFORMERS, INC. 

2302 WEST ARMITAGE AVENUE • CHICAGO 47, ILLINOIS 

ARmitage 6-0444 


The "JB" Transistorformer series listed below is designed to meet M1L-T-27A, Grade 2, 
Class R specifications. All units are impregnated and encapsulated with epoxy resin. 

All types available for immediate delivery! 




PART 

NO. 

APPLICATION 

TURNS 

RATIO 

PRI. TO SEC. 

IMPEDANCE (OHMS) 

D.C. RESISTANCE (OHMS) 

PRI. 

SEC. 

PRI. 

SEC. 

JB1 

INTERSTAGE 

4.47:1 

20,000 

1,000 

1,700 

275 

JB2 

INTERSTAGE 

5.01:1 

20,000 

800 

1,600 

170 

JB3 

INTERSTAGE 

2.56:1 

10,000 CT 

1,500 CT 

1,150 

110 

JB4 

OUTPUT 

2.83:1 

500 

50 

115 

12 

JB5 

OUTPUT 

2.82:1 

400 

50 

70 

10 

JB6 

INPUT 

14.1:1 

200,000 

1,000 

6,500 

245 

JB7 

OUTPUT 

4.00:1 

1,000 

50 

240 

16 

JB8 

INPUT 

14.0:1 

200,000 CT 

1,000 CT 

6,500 

245 

BEEB 

OUTPUT 

1.54:1 

1,500 CT 

600 

210 

120 

BETTI 

REACTOR 


3 HYS. @ 2ma 




BEITB 

REACTOR 


1 HY. @ 2ma 


200 


BEIF1 

REACTOR 


6 HYS. @ 2ma 


■JETiTiM 


BEIE1 

OUTPUT 

13.5:1 

600 

3.2 

90 

0.8 

BEIE1 

OUTPUT 

18.0:1 


3.2 

190 

0.8 

mm 

OUTPUT 

53.2:1 


3.2 


0.8 

Tim 

DRIVER 

4.44:1 

1 

s 

X 

1 

500 CT 

1,160 

45 

Tin 

DRIVER 

3.03:1 

HHHESEIHH 

1,200 CT 

■m 

100 

mm 

DRIVER 

2.22:1 

HBEEHSHIH 

2,000 CT 

BIM 

170 

BETTI 

OUTPUT 

1.23:1 

900 CT 

600 

105 

110 

BEEfi! 

OUTPUT 

1:1.10 

500 CT 

600 

60 

105 

BETIB 

OUTPUT 

1:1.42 

300 CT 

600 

40 

110 

mm 

OUTPUT 

3.30:1 

150 CT 

12 

25 

3 

BETS1 

OUTPUT 

4.85:1 

300 CT 

12 

40 

2 

BETTI 

OUTPUT 

6.98:1 

600 CT 

12 

85 

2 

mm 

OUTPUT 

8.14:1 

800 CT 

12 

100 

2 

BEET! 

OUTPUT 

9.07:1 


12 

150 

2 

BETTI 

OUTPUT 

10.0:1 

MDHB 

12 

230 

2 

BEEE1 

OUTPUT 

25.0:1 

7,500 CT 

12 

750 

2 

BETTI 

INTERSTAGE 

5.00:1 


800 CT 

1,500 

160 

BEETil 

REACTOR 


12 HYS. (3) Oma 


2,000 


BEET! 

REACTOR 


20 HYS. (5) Oma 


■KM 


BEEEI 

INTERSTAGE 

1:3.00 

HE1EQ3HHI 

90,000 

980 

5,600 


Windings of above units are from wire size 34 A.W.G. to 52 A.W.G.—wound on nylon bobbins 
and using nickel alloy laminations. Leads are #26 A.W.G. solid tinned copper wire 2" long. 

WHEN ORDERING, specify style desired by suffixing -A or -X to port number, (i.e. JB1-A, 
JB32-X, etc.) 

STYLE A STYLE X 

(Core and Coil only) (Black Phenolic Case) 


1 

Style A overall dimensions 


I 

x %" x Yi" high, wt. .078 oz. 



Style X overall dimensions 

Vs" x %" x high, wt. .099 oz. 
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twice actual size 


Lockheed for electronic ceramics 


The research, development and manufacture of miniature 
electronic ceramic components is centered in the new Elec¬ 
tronic Ceramics Laboratory at Lockheed Electronics and 
Avionics Division (lead). 

This facility is fully able to provide electronic ceramics to 
meet your particular specifications: memory cores, a whole 
family of square loop cores to suit computer and shift register 
applications: multi-aperture devices (mad), Cavitron equip¬ 
ment for the volume production of any geometry of mad; 
recording heads, of very dense materials with high flux den¬ 


sity ground to a micro-finish; garnets, poly-crystalline 
yttrium-iron garnets with minimum line width and loss 
tangent; alumina substrates, of high mechanical strength, high 
electrical resistivity and low dielectric loss; cup cores, in any 
size to specified inductance and minimum temperature coef¬ 
ficient; high “q” materials, for use as inductors, tuning slugs, 
transformers — frequency ranges from 1 to 50 megacycles. 

What are your requirements ? Write ... Marketing Branch, 
6201E. Randolph Street, Los Angeles 22, California. Telephone 
OVerbrook 5-7070. 


Look to Lockheed for UEADership in Electronics 

LOCKHEED ELECTRONICS & AVIONICS DIVISION 

Requirements exist for staff and supervisory engineers Circle 8 on Reader Service Card. 
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THE FASTEST MICROFILM 

PRINTER IN USE TODAY! 


15,000 plotting points or alphanumeric characters 
per second are being recorded now on the Stromberg- 
Carlson S-C 4020 high-speed microfilm printer at 
the U. S. Navy’s David Taylor Model Basin in 
Carderock, Md. 

%1U Selected data, either tabular or graphic, may 
• be projected on an accessory direct-view screen 

only 8 seconds after film exposure. 

At the David Taylor Model Basin, the S-C 4020 
is used in the applied mathematics laboratory for 
the solution of various Naval problems, including 


ship design, hydrodynamics, structural mechanics 
and nuclear reactor design. It is ideal for all kinds 
of high-speed graph plotting, computer printing, 
filing and archive storage. 

Printers similar to the one in use by the U. S. Navy 
are coming off the production line right now. The 
S-C 4020 does not represent a proposed future design. 
It is available and working. You pan have your own 
printer saving you hundreds of valuable man hours 
within six months time. Write for Bulletin D-12. 
Stromberg-Carlson-San Diego, 1895 Hancock Street, 
San Diego 12, California. 


SEE THE STROMBERG-CARLSON-SAN DIEGO EXHIBIT AT THE 1959 
EASTERN JOINT COMPUTER CONFERENCE. BOOTHS 10 AND 11. 

STROMBERG-CARLSON-SAN OlEGC 
a division op GENERAL DYNAMICS CORPORATION 

Circle 9 on Reader Service Card. 
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HERE COMES THE 1604 

control data offers new solid state machine 


New machines, and new companies to produce them, are 
always welcome additions to the computer industry . . . 
at least as far as users are concerned. With this article, 
DATAMATION takes official note of Control Data Cor¬ 
poration of Minneapolis and their 1604 computer. 

Model 1604 is a transistorized, stored program, gen¬ 
eral-purpose digital computer. Control Data says it is 
offering the 1604 at a lower price than comparable com¬ 
puters. Following is a brief summary of 1604 features: 

• completely solid state 

• 32,768 48-bit words of magnetic core storage 

• parallel mode of operation 

• single address logic, 2 instructions per 48-bit word 

• 6 index registers 

• indirect addressing 

• program interrupt 

• versatile input-output facilities 

• small size (goes in 20' x 20' room) 

In addition to communicating with standard peripheral 
equipment, such as magnetic tape units, card readers, 
punches, and typewriter, the 1604 can also be used for 
control or communication in radar and sonar systems, 
real-time instrumentation systems, high-speed digital 
communication systems, and special display systems. 

In the 1604 computer, input-ouput operations are car¬ 
ried out independently of the main computer program. 
When transmission of data is required, the main computer 
program is used only to initiate an automatic cycle which 
buffers data to and from the computer memory. The 
main computer program then continues while buffering of 
data is carried out independently and automatically. 

The input-output section of the 1604 contains the fa¬ 
cility for several modes of communication. For normal 
exchange of data with peripheral equipment, independent 
control is provided for the transfer of data via three 48- 
bit buffer input and three 48-bit output channels asyn¬ 
chronously with the main computer program. For high¬ 
speed communication one 48-bit input transfer channel 
and one 48-bit output transfer channel are provided so 
that two or more 1604’s can communicate. Communica¬ 
tion control is performed by the external function instruc¬ 
tion. In addition, the interrupt feature provides requests 
from peripheral equipment to the computer. 

The storage section of the 1604 is a large-capacity 
magnetic core storage system providing high-speed, non¬ 
volatile, random-access storage for 32,768 48-bit words. 
One 48-bit word may contain either a 48-bit data word or 
two 24-bit instructions. The read access time, i.e., the 
time from request of data to delivery of data from stor¬ 
age, is 2.2 microseconds. 

The core storage section of the 1604 is controlled by a 
two-phase timing system, each phase controlling one half 
of the total storage. All odd storage addresses reference 
one storage unit, and all even addresses reference the 
other storage unit. The read access time of each section 
is 2.2 microseconds after which, without delay, the next 



arithmetic operation is initiated. Each unit has a total 
storage cycle time of 6.4 microseconds. The storage cycles 
of the two sections overlap one another in the execution 
of a program with the result that the effective cycle time 
is 3.2 microseconds when addresses of alternate memory 
banks are referenced. The average effective cycle time 
for random addresses is about 4.8 microseconds for a 
representative program. 

The 1604 instruction repertoire contains a flexible list 
of 62 instructions which expand into many sub-instructions. 
These 62 instructions provide fixed binary point arithmetic 
(integer and fractional), floating binary point arithmetic, 
logical and masking operations, normal arithmetic opera¬ 
tions modulus 2 48 minus one (one’s complement), index¬ 
ing, memory searching, input-ouput, sequence control 
(conditional and unconditional), multiple precision capa¬ 
bility, etc. Programming features include handling con¬ 
stants, indirect addressing, four search instructions, high¬ 
speed input-ouput transfers, buffering, external function, 
program interrupt, and a group of logical commands. 

In addition to the standard 1604 console with its dis¬ 
play panel (translated contents of all operational registers 
are displayed in Arabic numerals — octal), typewriter, and 
paper tape reader and punch, Control Data offers as 
optional equipment the Model 1607 Magnetic Tape Sys¬ 
tem and the Model 1605 Adaptor. A number of 1607 
Magnetic Tape Systems can be attached to a 1604 Com¬ 
puter. Simultaneously among these 1607’s, three tape 
handlers can be reading and three can be writing — each 
at a 30KC character transfer rate. Each 1607 tape system 
has the facility for simultaneously reading from one tape 
handler and writing on one tape handler, while the re¬ 
maining two tape handlers are rewinding. 

The Control Data Model 1605 Adaptor permits com¬ 
munication between the 1604 Computer and any of /the 
following IBM peripheral equipment: 714 Card Reader, 
727 Magnetic Tape Units, 717 Line Printer, and 722 
Card Punch. # 
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COMMUNICATIONS... 


Radio Set AN/ARC-57 . . . designed and de¬ 
veloped by The Magnavox Company, in 
conjunction with the Air Force, is an essen¬ 
tial UHF communications system, providing 
the utmost in performance and reliability for 
the CONVAIR R-58. 

It clearly demonstrates The Magnavox Com¬ 
pany's ability to produce and work as a prime 
contractor on a complex weapons system. 

MAGNAVOX capabilities are in The Fields Of Air¬ 
borne Radar, ASW, Communications, Navigation 
Equipments, Fusing and Data Handling . . . your 
inquiries are invited. 



PRODUCTS 
THAT SPEAK FOR 
THEMSELVES 



MAKES THE B-58 TALK! 


llill! 

i'-'i 


DATA HANDLING 


RADAR 


ASW 


Government and Industrial Division 
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IFIPS STATUTES TO BE CONSIDERED 

member societies must ratify by January 1, ’60 


On this page, DATAMATION readers will find the Statutes of the 
International Federation of Information Processing Societies. 
These statutes will become effective on January 1, 1960 subject to 
conditions contained in the final item listed. Initial membership 
includes societies from Canada, Czechoslovakia, Denmark, Fin¬ 
land, France, Germany, Japan, Mexico, Netherlands, Poland, Spain, 
Sweden, United Kingdom, U.S.A. (National Joint Computer Com¬ 
mittee), and the U.S.S.R. 

NAME AND AIMS 

1. An International Federation of Information Processing 
Societies shall be constituted in order to achieve the fol¬ 
lowing basic aims: 

a) Sponsor international conferences and sym¬ 
posia on information processing, including 
mathematical and engineering aspects. 

b) Establish international committees to under¬ 
take special tasks falling within the spheres of 
action of the member societies. 

c) Advance the interests of member societies in 
international cooperation in the field of infor¬ 
mation processing. 

SEAT AND LEGAL PERSONALITY 

2. The seat of the Federation shall be in Brussels, Bel¬ 
gium. The Federation shall be registered in compliance 
with the Belgian Law of 25 October 1919, concerning in¬ 
ternational scientific societies with no lucrative aims, com¬ 
pleted by the Law of 6 December 1954. 

MEMBERSHIP 

3. A national technical or scientific society or a group 
of such societies of any country may become a member 
of the Federation subject to their admission by the Coun¬ 
cil of the Federation. Such decisions require a majority 
of all the members of the Council. 

4. Membership may be terminated (a) by a vote of the 
Council if a member is one year in arrears in payment of 
its subscription, or (b) by a declaration of a member or¬ 
ganization that it wishes to terminate its membership. 

OPERATION 

5. The Federation shall be directed by a Council com¬ 
posed of one representative only from each of the National 
Societies concerned. If there are two or more members in 
any one country, these members shall be represented in 
the Council by one person only with one vote. 

6. The Council shall determine the general policy of the 
Federation. It shall adopt its programme and budget, hear 
the reports of any subordinate organs it may have estab¬ 
lished, and review expenditure. 

7. The Council may establish such subordinate organs as 
may be necessary for permanent or temporary purposes. 
The composition, the terms of reference and the duration 
of such organs shall be determined by the Council by a 
majority of all its members. 

8. The Council may appoint an Executive Secretary. The 
assignments and the duration of the functions of this per¬ 
son shall be determined by the Council. The Executive 
Secretary shall be empowered to employ additional staff 
as directed by the Council. 


9. The Council may take any other decision necessary 
for the implementation of the programme of the Federa¬ 
tion. In particular it may decide to secure the collabora¬ 
tion, on a contractual or “ad hoc” basis, of other inter¬ 
national organizations, national institutions or laboratories, 
in order to carry out certain tasks. 

10. The Council .shall elect from among its members a 
Chairman in the odd years and Vice Chairman in the even 
years. These officers shall remain in office for two (2) 
years and may be re-elected for one additional term of of¬ 
fice. They will remain in office until their successor is 
elected. If an officer should resign or die in office the 
Council shall elect a successor for the unexpired year. 

11. The Chairman shall preside over the discussions of 
the Council, approve the draft minutes of the discussions, 
and convene the next meeting of the Council. The Vice 
Chairman shall, during the absence or incapacity of the 
Chairman, act in his stead on all matters concerning the 
Council. 

12. The Council shall decide itself upon the dates and 
place of its sessions. However, it may be convened at any 
time if the Chairman, after consultation with the various 
organs or persons appointed by the Council, deems it nec¬ 
essary, and it shall be convened within three months upon 
the request of a majority of its members. 

13. The Council shall be able to conduct business if half 
of its members are present or represented by proxy. A 
decision of the Council shall be taken by a simple major¬ 
ity of the members present and represented except where 
otherwise provided in these statutes. 

If a quorum is not present, the Council may conduct 
its business provided its actions are ratified by mail by 
two-thirds of the Council members. Council business may 
be transacted on the initiative of the Chairman or Execu¬ 
tive Secretary by mail with the affirmative vote of two- 
thirds of its members. 

FINANCES 

14. The Federation shall be financed by contributions 
from its members. The amounts of these contributions 
shall be voluntary but the minimum annual amount shall 
be 250 U.S. Dollars. 

15. The Council of the Federation may accept subventions 
and donations. 

AMENDMENTS 

16. These statutes may be amended by the Council. 
Amendments shall require a two-thirds majority of all the 
Council members. 

DISSOLUTION 

17. The Federation shall be dissolved if the Council so 
decides by a two-thirds majority of all its members. 

ENTRY INTO FORCE 

18. These statutes shall enter into force on January 1, 

1960, provided however that they have been ratified by at 
least 7 of the National professional Societies or groups of 
Societies (from countries listed in the preface) to these 
statutes. The ratification shall be deposited with the Chair¬ 
man of the provisional Bureau. # 
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people moving up in 


John Jipp, Ampex Instrumentation Div.’s manager since 
’57, has become a vp of the corporation. . . . IBM’s San 
Jose Lab., announced the promotion of Dr. Byron J. Ben¬ 
nett to senior engineer. Dr. Albert S. Hoagland has been 
named manager of engineering sciences research; Dr. 
Arthur G. Anderson, manager of the physical science re¬ 
search; Dr. Gardiner L. Tucker, resident manager of the re¬ 
search lab. . . . Berne N. Fisher, general manager of Bru¬ 
baker Electronics div., of Telecomputing Corp., has been 
advanced to vp of the parent corporation. 

Thomas A. Kirkland has been appointed executive asst, to 
Jay W. Schnackel, vp and general manager of RemRand 
Univac. Formerly a vp of IBM’s World Trade Corp., Kirk¬ 
land will assist in marketing liaison between the Univac 
and the International divs. . . . John M. Evans joined 
Packard-Bell Electronics as manager of special products 
manufacturing in the Technical Products Div. . . . Ray¬ 
theon has appointed Henry F. Schunk head of the Lewis¬ 
ton semiconductor plant to prepare the administrative and 
training group . . . Election of Henry Lehne as senior vp 
was announced by Sylvania Electric Products, Inc. His 
duties will be over-all responsibility for the Electronic 
.Systems div. 


John Jipp 
Vice Pres., 
Ampex 
Corp. 


T. A. Kirkland 
Executive 
Assistant, 
RemRand 


E. R. Gamson 
Vice Pres., 
Telemeter 
Magnetics 



Morris Plotkin 

M. L. Lesser 

H. I. Chambers 

ibief of 

Research 

Assoc. Dir., 

Inalysis, 

Staff Manager, 

DataTape Div. 

iuerbach 

IBM 

CEC 
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Telemeter Magnetics has elected Edwin R. Gamson — the 
general manager of the component div. — to vp of the 
company . . . Robert L. Yeager has been appointed to the 
newly created post of general sales manager of Standard 
Products, Electronic Associates, Inc. . . . Epsco, Inc., in 
planning company growth objectives for the future, added 
key men to their staff during the past six months. Some of 
them are: Eugene S. Goebel, vp marketing of all divs; 
Harry H. Rosen (vp) general manager of new Philadelphia 
subsidiary, Monitor Systems, Inc; Leighton Meeks, senior 
engineering manager; Werner Fleig and Dr. Philip Am- 
linger, chief engineers; James Doyle, senior engineer; 
Howard Carter, Sr., Russell Quackenbush, Sr., and Wins¬ 
ton Walker, Sr., project managers . . . Marc Shiowitz & 
Assoc., announced the appointment, as full time staff 
member, of Kenneth O. King, consulting engineer in logi¬ 
cal and circuit design fields of computers. 

Morris Plotkin has been appointed chief of analysis at 
Auerbach Electronics. Plotkin is nationally known for his 
work in mathematical and system analysis and system de¬ 
sign. He originated or developed some of the basic tech¬ 
niques now standard practice in the operation of analog 
computers. Joseph Wylen, ex-Burroughs, was named man¬ 
ager of equipment development ... The American Thread 
Co., advanced James J. Zervos to newly created post of 
coordination manager for data processing, and Henry T. 
Reid to tab dept, supervisor . . . National Bureau of Stand¬ 
ards’ Applied Mathematics div., engaged George W. Reit- 
wiesner. He was formerly chief of computing methods sec¬ 
tion, Ballistic Research Labs., at Aberdeen Proving 
Grounds .. . Robert G. Parks, specialist in computer systems, 
ex Burroughs ElectroData, has been appointed senior proj¬ 
ect engineer of Neff Instrument Corp., Pasadena. 

Murray L. Lesser is the new manager of the Research 
Technical Staff, IBM, Yorktown. He joined the firm in ’54, 
was a staff engineer in ’56: advisory and then senior en¬ 
gineer in ’57. Robert E. McMahon, joined Transistor Ap¬ 
plications, Inc., as a vp and chief engineer. McMahon was 
formerly a staff member at M.I.T.’s Lincoln Lab. and 
pioneered in early transistor switching circuits; developed 
the memory section of the CG-24 transistorized com¬ 
puter . . . Burroughs’ ElectroData div., appointed Gordon 
Lovelace their Boston distrct manager. 

Herbert I. Chambers has been named associate director 
of the DataTape Div., Consolidated Electrodynamics 
Corporation. Fred F. Grant is now manager of the engi¬ 
neering dept., and Edgar E. Hotchkin is manager of the 
magnetic head section at CEC. Other appointments: 
Joseph E. Jenkins, marketing manager for DataTape prod¬ 
ucts; Dr. John G. Frayne, manager of development engi¬ 
neering at Datalab . . . Stromberg-Carlson’s Special Prod¬ 
ucts div., announced creation of two managerial positions: 
Edward R. O’Hara, manager of manufacturing; Mark E. 
Woodworth, manager product planning, market research. 
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EAf PACE® Computers Put Central Control At Your Fingertips SOLUTIONS COME 

FASTER, EASIER 
WHEN YOU SIT 
IN THIS CHAIR 



You can expect, (and be sure you’ll get) the 
utmost in working accuracy and fine 
construction from every PACE computer. It’s 
simple, we build more in — you get more out. 

But you will have to actually sit at the console to 
appreciate some of its very finest points. 

Take our control panel for instance. Every 
important control is within easy reach 
from a sitting position. Including all coefficient 
potentiometers. Quick adjustments are 
easy, and the panels are sloped for restful 
operation through the very longest day. 

Examine the patch panel. Modular grouping of 
components reduces patching time to one 
third that of other systems. Keeps cords short, 
eliminates tangle and clutter. And for 
legibility it is the model of the industry. 

The completely electronic Digital Voltmeter 
reduces by two thirds the time needed for 
setting coefficient potentiometers. Presents the 
component address immediately too. 

No guesswork needed here. 

Within easy view, central overload indicators 
tell visibly and audibly when improper 
operation of any component occurs including 
non-linear equipment. 


Words could describe the fully Automatic 
Scanning of all components recorded by 
the High Speed Printer at 200 lines a minute. 
And the merits of Extended Read-out which 
allows you to select any component in the system 
for read-out by merely touching a button. 

But we think you should see this in action. 



These are the subtle refinements developed 
in years of designing, building and 
operating more general purpose analog 
computers than all other computer _ 
manufacturers combined. We call it \ 
Human Engineering. Again, you 
will have to see for yourself. We will 
be glad to arrange a demonstration 
or send you literature. 

Write today! 



ELECTRONIC ASSOCIATES, INC. Long Branch, New Jersey 
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Important dates in dbthmhtion 


Dec. 1-3: Eastern Joint Computer Conference, Statler 
Hotel, Boston. Sponsored by ACM, IRE and AIEE. Con¬ 
tact J. H. Felker, Chairman Program Committee, Bell Tele¬ 
phone Laboratories, Room 5C-101 Mountain Ave., Mur¬ 
ray Hill, N.J. 

Dec. 1-2: Fourth Midwest Symposium on Circuit Theory, 
Brooks Memorial Union, Marquette University, Mil¬ 
waukee, Wise. Sponsored by PGCT and Marquette Univer¬ 
sity. Contact James D. Graham, College of Engineering, 
Marquette University, 1515 W. Wisconsin Ave., Mil¬ 
waukee 3, Wise. 

Dec. 6-9: 52nd Annual Meeting of the American Insti¬ 
tute of Chemical Engineers, San Francisco, Calif. Contact 
Professor T. Vermuellen, Dept, of Chemical Engineering, 
University of California, Berkeley, Calif. 

1960 

Jan. 27-29: American Mathematical Society Meeting 
(66th Annual), Conrad Hilton Hotel, Chicago, Ill. 

Jan. 31-Feb 5: AIEE Computing Devices Committee 
1960 Winter General Meeting, New York City. Contact 
G. L. Hollander, Chairman, c/o Philco Corp., 4700 Wis- 
sahickon Ave., Philadelphia 44, Penna. 

Feb. 3-5: 1960 Winter Convention On Military Elec¬ 
tronics, Ambassador Hotel, Los Angeles, Calif. Sponsored 
by IRE Professional Group on Military Electronics. Con¬ 
tact Gordon B. Knoob, Motorola, Inc., Military Electronics 
Div., 1741 Ivar Ave., Hollywod 28, Calif. 

Feb. 10-12: Solid State Circuits Conference, University 
of Pennsylvania, Philadelphia, Pa. Sponsored by PGCT; 
AIEE; Univ. of Penna. Contact Tudor R. Finch, Bell Tele¬ 
phone Labs., Murray Hill, N.J. 

Feb. 1 5-19: SHARE XIV Meeting, Statler Hilton Hotel, 
Los Angeles, Calif. Contact Jerry Koory, System Develop¬ 
ment Corp., Santa Monica, Calif. 

Mar. 21-24: IRE National Convention, Coliseum and 
Waldorf-Astoria Hotel, New York City. 

Apr. 20-22: Texas Symposium on Instrumentation, 
Texas A&M College Campus, Bryan, Texas. Contact Dr. 
N. E. Welch, Symposium Director, Texas A&M College, 
College Station, Texas. 

Apr. 20-22: Southwest IRE Regional Conference and 
Electronics Show, Shamrock-Hilton Hotel, Houston, Texas. 

May 2-6: Western Joint Computer Conference, San 
Francisco, Calif. Sponsored by PGEC; AIEE; ACM. Con¬ 
tact H. M. Zeidler, Technical Program Chairman, Stan¬ 
ford Research Institute, Menlo Park, Calif. 


May 10-12: 1960 Electronic Components Conference, 

Washington, D.C. Sponsored by IRE, AIEE, EIA and 
WEMA. Contact Gilbert B. Devey, Technical Program 
Chairman, Sprague Electric Co., North Adams, Mass. 

May 15-18: IASA 38th Annual Conference and Busi¬ 
ness Show, The Sherman, Chicago, Illinois. Sponsored by 
the Insurance Accounting and Statistical Association. 

Aug. 23-25: ACM National Conference, Marquette 
University, Milwaukee, Wis. 

Aug. 29-Sept. 3: American Mathematical Society 
Meeting, Michigan State University, East Lansing, Mich¬ 
igan. 

September: National Symposium on Telemetering, 

Washington, D.C. 

Sept. 12-16: SHARE XV Meeting, Pittsburgh Hilton 
Hotel, Pittsburgh, Penna. Contact E. B. Weinberger, Gulf 
Research & Development Co., P.O. Drawer 2038, Pitts¬ 
burgh 30, Penna. 

Oct. 1 9-26: Second Interkama — International Congress 
and Exhibition for Measuring Techniques and Automation. 

December: Eastern Joint Computer Conference, New 
Yorker Hotel, New York City. Sponsored by PGEC, AIEE, 
ACM. 


GRIN AND BEAR IT by Lichty 
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B/A DEKATRON TUBES—Full line of 7 types 

High speed (up to 20,000 cps) 

— Reliable up to 75,000 hours 
— low current 
— can be used to totalize, 
sort, program or control 
— many other versatile 
applications. 


B/A MINIATURE DIGITRON GR 10W 

10 digit direct readout 
— simple — compact — long life 
— suitable for miniature 
remote readout systems. 

B/A FRACTION DIGITRON GR 4G 

Direct readout— l/ 4 , i/ 2 , 3/ 4 , 

May be used to display the 

state of count of a ring 

of 4 cold-cathode or 
thermionic tubes. 


The most comprehensive tube range 
available featuring economy, 
long-life and versatility. 


+ 

SET 


Tirr 


B/A SIGN DIGITRON GR 2G 

May be applied to register 

the arithmetical operation 
being followed during random 
add-subtract counting operations. 


The B/A Dekatron and Digitron line is widely 
distributed in the United States. Write today 
for the name of your nearest representative and 
NEW brochure describing specifications and 
applications. 


B/A FULL SIZE DIGITRON GR 10G 

Indicates digits 0 through 9. 

Ideal for use in a remote 

readout or indicator panel. 

B/A VOLTAGE REFERENCE TUBE 
GO 86 W/S 

'Trim" ( HI Useful in high-level 

stages of DC amplifiers. 

No jumps in characteristic 

— constant internal resistance 

— minimum anode current 50 /na. 

B/A COMPUTER TRIGGER TUBE 
GTR 120W 

Inexpensive sub-miniature 
— useful for slow-speed storage 
— especially designed for 
computer application. 

B/A TETRODE TRIGGER TUBE GTE 175M 

Designed for use in Dekatron 
coupling and readout circuits 
— reliable in self-quench circuits 
— drift-free operation 
useful for over-voltage alarms. 




Baird 


— 



Baird -Atomic, Inc* 

33 UNIVERSITY RD., CAMBRIDGE 38. MASS. 
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MEMORY BUFFER INPUTS 



SPECIAL PURPOSE PDP HAS GP APPLICATIONS 


digital equipment’s computer is expandable 


The Programmed Data Processor (PDP) is a high-speed 
digital computer designed to be a building block of a 
wide class of special systems. PDP is also a general pur¬ 
pose computer which can be used as a computational 
facility. Digital Equipment Corporation of Maynard, 
Mass., will exhibit a model of PDP at the Eastern Joint 
Computer Conference. 

The PDP computation rate, including two calls on 
memory, is 100,000 additions per second (approximately 
2.5 times the speed of large computers in use today and 
100 times the speed of magnetic drum computers). Multi¬ 
plication and division are available as built-in instructions 
or as a subroutine augmented by special iteration step 
instructions. The multiplication rate is 40,000 per second 
for a 36-bit PDP having built-in multiply. 

The computer is available in word lengths of 18, 24, 
30, and 36 bits. The 5 microsecond, coincident current 
magnetic core memory is modular in units of 1024 or 
4096 registers. The input-output section of the machine is 
designed for maximum flexibility. 

Additional external equipment, such as analog con¬ 
version devices, may be added with no internal machine 
changes. Thirty-one registers of the main memory are 
used as automatic index registers. Multiple step deferred 
(or indirect) addressing is a standard feature. 

One application being planned for PDP is dynamic 
simulation of a weapons system using it as the central com¬ 
puter in combination with analog computers. Iterative 
computations for some parts of the simulation will be 
completed as often as once every millisecond. Multiplex¬ 
ing of 20 input and 20 output analog channels will be 
used in this application. 

This type machine is applicable in bio-electrical signal 
analysis, where digital filtering and statistical analysis are 
needed due to a signal-to-noise ratio of less than one. 


The large cathode ray tube display is an available 
output when PDP is used for control and simulation. 
When used with photo-electric sensing devices, the dis¬ 
play becomes an input source. Magnetic tape units, line 
printers and special buffers are available. 

PDP is built of Digital’s standard line of building 
blocks. Preventive maintenance through use of marginal 
checking is included. No special installation, such as sub¬ 
flooring, is required. Single-phase power needed is 110 
volt, 60 cycle. 

“PDP makes the advantages of high-speed computation 
available in situations where economic considerations 
could only justify serial drum-type machines,” a DEC 
spokesman stated. # 
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CLEVITE'BRUSH’ 



"Gap-Mounted.’”* 



Integral Block 
Interlace 


Magnetic Heads for Digital Recording 


Get more capacity... reliability...faster access 
.. .whether you’re designing a new pulse 
system... or modernizing your present one. 


Why settle for less than the best magnetic head 
—the "heart” of your digital recording system? 
Whether your digital recorder is in the design 
stage, on order or in use now, Clevite "Brush” 
magnetic head specialists can improve your 
system at low cost. Write for prompt quota¬ 
tions on replacement or "modernization” heads 
for any existing transport, or specials including 
flux-responsive or high resolution heads. Write 
for Clevite Digital Recording Bulletin for com¬ 
plete information. 


! , 





A-Standard tape oxide 
thickness. 

B-Experimental thin oxide- 
tape. 

2 mil. laminated core 
.25 mil. gap. 

Saturation record 

Tape speed—120'Ysec. 

Eo-Amplitude adjusted in 
each case for approx, 
equal output. 
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MICROSECONDS 


CAPACITY —Five series of Clevite 
"Brush” multichannel heads give chan¬ 
nel format variety for standard tape 
widths from %" to 2". A single block 
will handle up to 16 channels per inch 
of media width—an interlaced block up 
to 32 per inch. Clevite heads read pulse 
widths down to 1 X A mils recorded to 
saturation on 0.3 mil coating instrumen¬ 
tation tape — approximately 600 pulses 
per inch with self-erasing saturation re¬ 
cording. More than 300 ppi packing is 
possible on 1 mil coated drums, operat¬ 
ing 0.2 mils out of contact with a 3 mil 
pulse width on the drum. 

ACCESS — Careful choice of material 
plus unique design and construction 
techniques enable Clevite "Brush” heads 
to provide uniform performance at very 
high processing rates. The heads them¬ 
selves respond to wave lengths down to 
.15 mils (1.5 MC at 240 IPS) but standard 
instrumentation tapes and transports 
usually reduce the practical repetition 
rate of saturated recording to approxi¬ 
mately 30 KC arid 15 KC for RTZ and 
NRTZ respectively. 

RELIABILITY — Clevite "Brush” tape 
and drum heads hold track width and 
location to ± 0.001-inch tolerance. Azi¬ 
muth, contact angle and gap perpendic¬ 
ularity are true ± 0 deg., 5 min. and 
can be held even closer when required. 
"Gap-mounted” head (see photo) has 
lapped bracket and cartridge surfaces 
for fast replacement without critical ad¬ 
justment. Redundant and interlaced 
(see photo) designs provide immediate 
checking of recorded data and higher 
output per channel respectively. All 
multichannel heads available in epoxy 
or full metal face (to reduce oxide pickup) 
at rio extra charge. 

* Patent Pending 


Pulse width comparison— 
standard and thin oxide 
tape. 


CLEVITE ELECTRONIC COMPONENTS 

DIVISION of 3311 Perkins Avenue • Cleveland 14, Ohio 


CLEVITE 


CORPORATlOf 


CERAMIC /. F. FILTERS, PIEZOELECTRIC CRYSTALS 
AND CERAMIC ELEMENTS, TRANSDUCERS 

Field sates engineering offices in Newark, Chicago ancf Los Angeles. 
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Answer: All but this One. 


Here is a medium-scale general purpose digital computer, and 
the only small-scale thing about it is the price. It’s the low-price 
Bendix G-15. 

Part of the remarkable success of the G-15 is due to that low 
price. One user writes, “. . . the nearest competitor to the G-15 
costs five times as much .” 

There are many other reasons why hundreds of computer experts 
have chosen the G-15. Versatility is one. The G-15 is well-equipped 
to handle all phases of business data processing as well as highly 
complex scientific and engineering calculations. Also, simplified pro¬ 
gramming methods allow your present personnel to solve their own 
problems on the computer. 

A broad line of accessories means the G-15 is expandable. As 
the work increases, you can add magnetic tape units, punched 
card equipment, and other accessories. Don’t forget, however, 
that the basic G-15, with its photoelectric paper tape reader- 
punch and electric typewriter, is more than adequate for most 
problems. 

Other features you will like are: true alphanumeric input-output, 
high internal speed, buffering, large program library and user’s 
exchange group, and fast nation-wide service. 


Complete details will be sent upon request. Mention specific problems 
where the G-15 may be helpful, and we will be glad to advise you. 

DIVISION, DEPT. E-14. LOS ANGELES 45, CALIFORNIA 

Experienced programmers, sales and service personnel... 
share our growth. Contact O.P. Staderman, Director of Marketing. 
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28 


□ RTHMHTION 









gig rnmsssmm 

wm mm 


^ fFELCOME 


It is a pleasure to accept DATAMATION’S generous coverage of 
the 1959 Eastern Joint Computer Conference and to take this ad¬ 
vance opportunity to welcome you to Boston, the Statler Hilton 
Hotel, and the conference. 

In the present-day world of overlapping professional societies, 
conferences by the multitude, and burgeoning technical literature, it 
is very difficult for an individual to select the right conferences to 
attend. I would like to offer several reasons why the 1959 Eastern 
Joint Computer Conference deserves your attention. 

First, the joint AIEE-IRE-ACM sponsorship has always encouraged 
the presentation of new material over a very broad range of interests. 
This year a narrowly defined theme has been deliberately avoided, 
and the technical program ranges over wide areas of design and ap¬ 
plication. Second, for this 1959 EJCC, a group of dedicated people 
have sincerely tried to choose papers of real importance and to elimi¬ 
nate trite or marginal material. Although many high-quality papers 
were submitted, barely 20% were accorded a place on the program. 
Third, we are hoping that the elimination of parallel sessions and the 
inauguration of a $300 prize for "best presentation” will substantially 
improve the connection between the speakers and the audience. 
Fourth, the peripheral functions—the technical trips, the commercial 
exhibits, the luncheon and dinner and the management of the regis¬ 
tration area—are being planned with considerable care ih order to 
provide a pleasant and useful background for the technical program. 
Finally, as a special attraction, a report will be given by the National 
Joint Computer Committee concerning a recent comprehensive tour 
of Russian computer technology. 

For many of us, the computer art is still more than just a job. At 
age 10 or 15, it continues to represent a bright shiny new field whose 
eventual impact upon society will be exceedingly large. Previous 
EJCC’s have occasionally provided clear glimpses of this future, 
and I believe that the 1959 EJCC will also provide a stimulating 
"forward look” and a useful forum for the exchange of ideas. 

Frank E. Heart 

Chairman, 1959 EJCC 


Frank E. Heart 
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No other computer 

costing hundreds of thousands more 

can match 

the computing capacity, 
high speed, 
and performance 
of the new 
1604 computer 


You can see this fully operating computer in our plant. 
You can also see being built into other 1604's the 
skill and craftsmanship that insure quality and make 
delivery extremely short. 

FACTS FOR THE TECHNICAL STAFF 
HIGH CAPACITY INPUT-OUTPUT (standard equipment): 3 buffer 
input and 3 buffer output channels. 1 high-speed 48-bit input 
transfer channel. 1 high-speed 48-bit output transfer channel. 
As fast as 4.8 us average per 48-bit word. 

SOLID-STATE CONSTRUCTION: Diode Logic. Transistor Ampli¬ 
fiers. Magnetic Core Storage. 

MAGNETIC CORE STORAGE: 32,768 48-bit words. Store data or 
2 instructions at any address. 2.2 us read access time. 6.4 
us cycle time. 4.8 us effective cycle time. 

VERSATILE INSTRUCTION LIST: 62 main instructions expand 
into many sub-instructions. Provides for: Floating Point. Mul¬ 
tiple Precision. Masking. Program Interrupt. Indirect Address¬ 
ing. Buffered Input-Output. Breakpoint. 

OPERATING MODE: Parallel-Binary. Programmable to alpha¬ 
numeric, binary coded decimal. 

TYPE OF LOGIC: Single Address, 2 instructions per word. 
REAL-TIME CLOCK: For on-line applications. 

PROGRAM INTERRUPT: For input-output equipment and fault 
indications. 

INDIRECT ADDRESSING: Provides advanced data processing 
ability. 

COMPATIBILITY: With majority of other manufacturers' pe¬ 
ripheral equipment. 

MODEL 1607 MAGNETIC TAPE SYSTEM: Four 30KC tape han¬ 
dlers per system. 48-bit assembly-disassembly registers. Simul¬ 
taneous read-write. Parity check. Binary and Alpha-numeric 
recording. Four 24 tape handlers per Model 1604. 

There are reasons why Control Data, and only Control Data, 
can give you so much at such a low cost. See for yourself 
before you invest much, much more than you need to. Write 
for free literature today. 


CONTROL DATA 
CORPORATION 


501 PARK AVENUE, MINNEAPOLIS 15, MINNESOTA 
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An Eastern Joint Computer Conference with somewhat of a new look will 
convene in Boston during the first three days of December. 

Conference Chairman Heart has pointed out many improved features in 
his message of welcome on page 29 and we would like to underscore two of 
these points, and mention still another. 

The scheduling of single sessions will prove a great relief to most confer¬ 
ence veterans. The $300 pot of gold at the end of the third day will prob¬ 
ably go further toward inproving a paper’s content and a speaker’s delivery 
than 300 editorials. And finally, the scheduling of the organized "bull ses¬ 
sions’’ Wednesday night (see page 45), will delight those who insist that the 
greatest exchange of information takes place where many opinions can be 
voiced. Four panel discussions will be held. 

Now to particulars of the conference—seven technical sessions will ex¬ 
plore a broad range of subjects dealing with the manufacture and use of com¬ 
puters. Two exhibit areas (80 booths) will afford 55 firms the opportunity to 
display their wares. 

All joint computer conferences are sponsored by the Institute of Radio En¬ 
gineers, the American Institute of Electrical Engineers, and the Association 
for Computing Machinery. 

A three-hour conference registration period will be held on November 30 
from 6 to 9 p.m. (the day before the conference begins). Advance registrants 
who have met the November 15 deadline may pick up conference kits and 
last-minute notices upon arrival at the Statier-Hilton. 

Conference registration will begin again at 8 a.m. on December 1, and 
will continue throughout the conference. Registration fees are $5 for a mem¬ 
ber of a sponsoring society, $7 for non-members and $1 for students with 
identification cards. 

The exhibit area is located in two sections—on the mezzanine floor and 
on the fourth floor adjacent to the meeting rooms. Admission is free and the 
area may be visited by the general public. 

Installation of exhibits may begin at 7 a.m. on November 30. Exhibits will 
be open at these times during the conference: Tuesday, December 1, from 
10:00 a.m. to 9:00 p.m.; Wednesday, December 2, from 9:30 a.m. to 6:00 
p.m.; and Thursday, December 3, from 9:30 a.m. to 5:00 p.m. Deadline for 
removal of exhibits is Midnight, December 3. For a list of EJCC exhibitors 
and a map of the exhibit area, please turn to pages 32 and 33. 

A reception will be held on December 1 at the Statier-Hilton. Price will be 
$4.50 per person. The dinner and award presentation will be held on Decem¬ 
ber 3 in the main ballroom, 6:00 to 8:00 p.m. Price will be $7.50 per person. 
Details of this event will be found on page 46. 

The conference committee has not planned a hectic schedule for wives at¬ 
tending the conference. Instead, there will be a coffee hour held each morn¬ 
ing where the women can get together and plan their days. Problable site of 
the coffee hour will be the Bay State Room. Services of the Greater Boston 
Chamber of Commerce will also be available. 

A copy of the conference proceedings will be sent, at no charge, to all 
conference registrants. Additional copies may be ordered at the conference 
or from any of the three sponsoring societies’ headquarters at a cost of $3.00 
including postage. 


CONFERENCE 
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MEZZANINE FLOOR 


Minnesota Mining and 

Manufacturing Company . . 43 

900 Bush Avenue 
St. Paul 6, Minnesota 

“Scotch” brand magnetic tape and accessories. 

George A. Philbrick 

Researches, Inc. 20, 21 

285 Columbus Avenue 

Boston 16, Massachusetts 

electronic analog computers and components. 

Philco Corporation. 49, 50 

Government & Industrial Division 
4700 Wissahickon Avenue 
Philadelphia 44, Pennsylvania 
Transac S-2000 data processing system. 

Remington Rand 

Univac Division . . , .. 3, 4, 5, 6, 7 

Sperry Rand Corporation 
315 Fourth Avenue 
New York 10, New York 

Rese Engineering, Inc. 29 

731 Arch Street 
Philadelphia 6, Pennsylvania 
automatic memory core test system 

Stromberg-Carlson-San Diego. . . .10, 11 

1895 Hancock Street 
San Diego, California 

Sprague Electric Company. 56 

Marshall Street 

North Adams, Massachusetts 

Sylvania Electronic Systems . . 36, 37, 38 

A Division of Sylvania Electric Products, Inc. 

63 Second Avenue 
Waltham 54, Massachusetts 
data processing systems 

Union Switch & Signal ... . 1, 2 

Division of Westinghouse Air Brake Company 
Pittsburgh 18, Pennsylvania 
readout instruments, miniature relays. 

Wang Laboratories, Inc. . ......... , 26 

37 Hurley Street 

Cambridge 41, Massachusetts i 

paper tape readers, plug-in units, printed circuit 
units; logical elements, pulse generators. 


Fairchild Semiconductor Corporation. 414 

545 Whisman Road 
Mountain View, California 

2N706 switching transistor optimized for use in 
saturating logic circuits, 2N1252 and 2N1253 low 
storage time double diffused silicon mesa transistors 

Ferranti Electric, Inc. .-....• . 403 

95 Madison Avenue 
Hempstead, New York 

photo electric tape readers, magnetic striction delay 
lines, high speed light sources, photo sensing ele¬ 
ments. 

Friden, Inc. 416 

2350 Washington Avenue 
San Leandro, California 

camputyper, flexowriter, teledate, add-punch and 
input and output devices. 

General Ceramics Corporation.413 

Keasbey, New Jersey 

magnetic core memories, memory planes, memory 
cores, ferrite cores for pulse transformers, recording 
heads, delay lines, multi-aperature devices, etc. 

The Gerber Scientific 

Instrument Company.. . 406 

89 Spruce Street 
Hartford, Connecticut 

X-Y plotters, instruments and systems for data re¬ 
duction. 

GPS Instrument Co. 406 

180 Needham Street 
Newton, Massachusetts 

Harvey-Wells Electronics, Inc.410 

5168 Washington Street 
West Roxbury, Massachusetts 

Micro Switch. 406 

Div. Minneapolis-Honeywell Regulator Company 
151 Needham Street 
Newton, Massachusetts 

The National Cash Register Company 408 

Dayton 9, Ohio 

Packard Bell Computer Corporation . 409 

1905 Armacost Avenue 
Los Angeles 45, California 

voltage to digital converters, printed circuit units, 
magnetic core shift registers, and digital systems. 

Potter Instrument Company, Inc. ... 418 

Sunnyside Boulevard 
Plainview, New York 

high speed military and commercial printers, tape 
transports (magnetic and perforated). 

Radio Corporation of America.415 

Camden 2, New Jersey 

Ramo-Wooldridge Division. 412 

Thompson Ramo Wooldridge Inc. 

5500 W. El Segundo Blvd. 

Los Angeles 45, Calif. 

Royal McBee Corp.412 

Port Chester, New York 

Reeves Soundcraft Corporation .... 403 

Great Pasture Road 

Danbury, Connecticut 

magnetic recording tape and accessories. 

Tally Register Corporation. 414 

5300 14th Avenue, N.W. 

Seattle 7, Washington 

Telemeter Magnetics, Inc. 407 

2245 Pontius Avenue 
Los Angeles 64, California 

random access memory, data storage components. 

Teletype Corporation. 404 

4100 Fullerton Avenue 
Chicago 39, Illinois 

F. D. Thompson Publications, Inc. . . 409 

141 East 44th Street 
New York 17, New York 
DATAMATION magazine. 

John Wiley & Sons, Inc. 410 

440 Fourth Avenue 
New York 16, New York 


Aeronutronic. 27, 28 

A Division of Ford Motor Company 
Ford Road 

Newport Beach, California 

AMP, Inc. .34, 35 

Eisenhower Boulevard 
Harrisburg, Pennsylvania 

Ampex Corporation . 51, 52 

934 Charter Street 

Redwood City, California 

magnetic tape records, digital tape handlers. 

Autonetics. 46, 47, 48 

A Division of North American Aviation, Inc. 
International Airport 
Los Angeles 45, California 
Autonetics computer, Recomp 

Bendix Computer Division. 44, 45 

Bendix Aviation Corporation 

5630 Arbor Vitae Street 

Los Angeles 45, California 

G-15 general purpose digital computer 

Bryant Computer Products Division . . 17 

1 23 Main Street 
Springfield, Vermont 

magnetic storage drums and associated components. 

Burroughs Corporation. 30,31,32 

ElectroData Division 

460 Sierra Madre Villa 

Pasadena, California 

220 printer system, 220 photoreader. 

California Computer Products, Inc. ... 53 

8714 Cleta Street 
Downey, California 

C-E-l-R, Inc. . 18, 19 

1200 Jefferson Davis Highway 
Arlington 2, Virginia 

IBM 704, IBM 705, IBM 709 computing services. 

C. P. Clare & Company. 33 

3101 W< Pratt Boulevard 
Chicago 45, Illinois 

Computer Control Company, Inc. . 12, 13 

983 Concord Street 
Framingham, Mass. 

digital computer modules, random access core 
memories, binary decades, nixie drivers, engineer¬ 
ing and mathematical services. 

Digital Equipment Corporation . . 41, 42 

Maynard, Mass. 

DEC digital building blocks, DEC digital test equip¬ 
ment, DEC system building blocks. 

General Electric Company. 14 

Light Military Electronics Department 

600 Main Street 

Johnson City, New York 

GEVIC variable increment digital computer 

Harford Metal Products, Inc. . 54 

Aberdeen, Maryland 

Instrument Specialties Company, Inc. . 55 

244 Bergen Boulevard 
Little Falls, New Jersey 

International Business Machines 
Corporation. 22, 23, 24 

590 Madison Avenue 

New York 22, New York 

data processing equipment and components. 

Laboratory for Electronics, Inc.8, 9 

1079 Commonwealth Avenue 
Boston 15, Massachusetts 

Librascope, Inc. . 15, 16 

808 Western Avenue 
Glendale 1, California 

Lumatron Electronics, Inc.. 25 

68 Urban Avenue 

Westbury, New York 

Minneapolis-Honeywell 

Regulator Company . 39, 40 

DATAmatic Division 

151 Needham Street 

Newton Highlands 61, Massachusetts 

Honeywell 800 all-transistorized data processor. 


FOURTH FLOOR 


Amerian Telephone.and 

Telegraph Company. 412 

32 Avenue of the Americas 
New York 13, New York 

Anelex Corporation. 403 

150 Causeway Street 
Boston 14, Massachusetts 

Benson-Lehner Corporation. 411 

1860 Franklin Street 
Santa Monica, California 

high speed digital plotter with magnetic tape input, 
data reduction equipment. 

Di-An Controls, Inc. . 414 

40 Leon Street 
Boston, Massachusetts 

buffer storage systems, memories, magnetic shift 
registers, digital building blocks and accessory units. 

Digitronics Corporation. 416 

Albertson Avenue 
Albertson, New York 

ELCO Corporation. 411 

“M" Street below Erie Avenue 
Philadelphia 24, Pennsylvania 

Electro Measurements Company ... 416 

Lewis Street and Maple Avenue 
Eatontown, New Jersey 

Electronic Associates, Inc. . . .. 405 

Long Branch Avenue 
Long Branch, New Jersey 

Engineered Electronics Company , . 409 

506 East First Street 
Santa Ana, California 
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Designing in miniature? 
Here’s how to save space — 



...90% of it! 


New G-C MICROSTACK* for coincident 
current memory systems has a physical 
volume just 10% that of conventional 
stack. MIGROSTACK shown with 2560 
cores measures only 1.125" x 1.4" x 1.4", a 
reduction in size from 3%" x 3V2" x 5". 

This miniature stack consists of an array 
of 16 x 16 x 10. Solder connections are 
greatly reduced (from 1192 to 104), there¬ 
by substantially increasing reliability. 


Noise level in the new MICROSTACK is 
as low as that of conventional types. The 
new MICROSTACK is available with all 
standard memory cores. Standard pack¬ 
ages are available with coincident current 
wiring in 10 x 10 x 8, 16 x 16 x 8 and 32 x 
32 x 8 arrays. 

For further information, please write on 
company letterhead—address inquiries to 

Dept. DM. * Trademark 


GENERAL CERAMICS 


ORIGINATOR Of THl SQVAR f tOOP flRRITl 


General Ceramics Corporation 

KEASBEY, NEW JERSEY, U.S.A. 
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TECHNICAL 

PROGRAM 

INTRODUCTION 




Jean H. Felker, senior member of the IRE, and past Chairman of the 
Professional Group on Electronic Computers, joined the Bell Tele¬ 
phone Laboratories in 1943, as a member of the technical staff. He 
was., in charge of development of TRADIC, a transistor computer 
cojnpleted in 1934, 'and in 1933 was made Director of Special Sys¬ 
tems Engineering II—planning data processing and data communica¬ 
tion facilities. He was recently appointed Transmission Engineer for 
the Bell System and transferred to the American Telephone and 
Telegraph Company. 


The technical program of the 1959 Eastern Joint 
puter Conference will include papers on as wide a range 
of subjects in the computer field as there are stages in 
the development of a computer. The scope includes: un¬ 
usual applications for existing computers; system and 
logic design of announced computers; improved com¬ 
ponents for new computers; novel system organizations 
for special applications. 

While many people in the computer industry spe¬ 
cialize in one technical area, many papers at this year’s 
EJCC will be of broad interest, even to specialists, since 
they mark important advances in the art. 

At the 1956 EJCC, descriptions were given of two 
machines—then in early stages of development—whose 
Operating speeds portended to be higher by two orders 
of magnitude than existing machines. The LARC and 
STRETCH computers are now almost ready for delivery. 

At this year’s conference their manufacturers will report 
on the performance achieved and the problems which 
have been overcome in realizing this performance. 

As faster machines become available, so more com¬ 
plex problems are presented which tax the capabilities 
of the newest machines. The government is sponsoring a 
research project to study components suitable for the 
next generation of even faster and more powerful com¬ 
puting systems. Two of the firms working on Project 
Lightning will describe their progress with solid-state 
microwave components and with thin magnetic films. 

The problem of getting printed or written informa¬ 
tion into a machine has received considerable attention 
recently. The final technical session will include a de¬ 
scription of how a computer was used to facilitate the 
designing of character-recognition logic, and reports on 
initial results obtained with each of three different tech¬ 
niques for character recognition. A panel of invited ex¬ 
perts will discuss the ideas presented in these papers, 
and their relation to other work accomplished or under 
way in this field. 

On Wednesday evening, four different panels of ex¬ 
perts will each discuss a topic of current interest. These 
sessions are intended to bring together the people whose 
professional interests are concentrated in these respec¬ 
tive areas to encourage a free interchange of informa¬ 
tion and ideas. The subjects for discussion will be: 1) 
The problem of devising equivalent circuits for com¬ 
ponents, and especially the difference between the com¬ 
plex equivalent circuit which represents the behaviour 
of the device to the satisfaction of the physicist, and the 
equivalent circuit which is simple enough to permit 
steady-state and transient analysis of circuit behavior; 2) 
The various ways in which computers are now being 
used to simplify the development of large digital sys¬ 
tems; 3) The problems which will arise in building sys¬ 
tems using the kilo-megacycle components which are 
in the research and development stages; 4) The prob¬ 
lem of obtaining from a computer the correct answer to 
the proper question, in a form convenient to the user. 

Jean H. Felker 
Program Chairman^^ 
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THE PROGRAM 



Tuesday 

| . J 

Tuesday, December 1, 1959 10:00 am.-12:00 noon 
Conference Welcome — Chairman: Frank E. Heart, 
Lincoln Laboratories, 
j COMPUTERS OF THE FUTURE 
Speaker: R. Rice, IBM 

This discussion Is concerned with a radical change In the technology 
utilized to manufacture digital data processing systems. A picture of 
the effect of this change on oor way of specifying and designing 
systems Is presented. Present methods of circuit-system standardiza¬ 
tion are contrasted with anticipated future methods. An Illustrative 
example of “System function" design and “System Tailored" circuits 
and devices Is given. A summary Is made of the more Important 
work required In order to progress from present to desired future 
systems. 1 

I ■" ■ t 

NEGATIVE-RESISTANCE ELEMENTS AS 
DIGITAL COMPUTER COMPONENTS 
| Speaker: Morton H. Lewin, RCA Laboratories 

The use of two-terminal negative-resistance devices as the basic 
'switching elements In a digital system Is discussed. Two fundamental 
problems analyzed are concerned with: 

1. Achieving logical gain at maximum possible repetition rate. 

2. Providing means to dictate the direction of flow of Information 
In the system. 

Circuits performing all the essential logical functions are presented, 

I utilizing the “tunnel (Esaki) diode," a new high-speed negative-re¬ 
sistance semiconductor device, as the basic element. Single-ended and 
J balanced circuit configurations are discussed. In addition, simple ar- 
I rangements of a small number of tunnel diodes are derived to realize 
more complicated logical functions. Part of the system described Is a 
three-phase pulse power supply. Utilizing such a power source, all 
storage functions can be realized byr dynamic storage techniques. 

Tuesday Afternoon 2:00 p.m.-5:00 p.m. 

Chairman: Howard Aiken, Harvard Computation Lab¬ 
oratory 

DEPOSITED MAGNETIC FILMS AS LOGIC 
ELEMENTS 

: Speakers: A. Franck, G. Marette, B. Parsegyan, 

Remington Rand Uni vac 

. . 1 

Deposited magnetic films have exhibited logical properties that 
portend their use as other than memory elements In computer applica¬ 
tions. These logical modes of operation are explained as they pertain 
to a logical device, specifically a scale factoring circuit. The principles 
of array logic are defined wherein multiple copies of a word are used 
along with the proper arrangement and selection of sense lines Unking 
these words to obtain the desired result In a single operation rather 
than a series of sequential operations. The advantages of deposited 
magnetic films In this application are enumerated In detail In the 
f paper. 
f 

SOLID STATE MICROWAVE HIGH SPEED 
j COMPUTERS 

Speaker: Jan A. Rajchman, RCA Laboratories 


Speaker: Erich Bloch, IBM 

/ 

The engineering design of the Stretch Computer will be described, 
emphasizing the detailed Internal organization of the major units and 
systems, such as Indexing units, the floating Point Arithmetic units, 
the Lookahead, and the Memory bus. The logical circuit and general 
package will be briefly mentioned. 

DESIGN OF THE LARC SYSTEM . (Two Parts) 
Speakers (Part One): J. P. Eckert, J. C. Chu, A. B. 
Tonik 

A review of the LARC specifications to point out how closely the 
system constructed conforms to the specifications as announced several 
years ago. The various levels of memory that are available In the 
system will be described. The advantages of the particular arrange¬ 
ment of the memories employed will be contrasted to other possible 
memory arrangements which could have been employed but which 
would have been difficult to program and would have limited the 
flexibility of the system. The speeds of operation will be discussed 
along with how these speeds are achieved by overlapped operation 
and parallelism. The controlling of several semi-independent programs 
ps well as Input-ouput operations will be discussed. 

Speakers (Part Two): H. Lukoff, L. M. Spandorfer, 
F. F. Lee, Remington Rand 


The method of selection of the circuitry Is discussed and Is based on 
an optimization of cost, speed and logical capabilities. The fabrication 
of these circuits Into an operating system Is then covered with empha¬ 
sis on the connector design, packaging considerations, noise problems 
and maintenance features. Success of the system was dependent upon 
development of packaging techniques that permitted very high pack¬ 
ing densities. Mechanized backboard wiring techniques were used to 
achieve highest circuit speeds. Fine steel core wire Is used for all wir¬ 
ing, which required the development of handling techniques. Methods 
of working with high component densities are discussed. Solid state 
regulated power supplies provide reliable operation. The present 
status of the system Is discussed. 

Wednesday 

Wednesday, December 2,1959 9:00 a.m.-12:00 noon 
Chairman: Morris Rubinoff, Moore School of Electrical 
Engineering 

CONTROL AND ARITHMETIC TECHNIQUES IN 
A MULTI-PROGRAMMED COMPUTER 
Speakers: Norman Lourie, Henry Schrimpf, Roy 
Reach, William Kahn, Datamatic Division 
of Minneapolis-Honeywell Regulator Co. 

jt- •. ’ >• • C '* 1 ,,';v i- ' 

This paper describes how a 256 word 20 bit coincident current memo¬ 
ry, operating out of phase with the main storage memory, can be effi¬ 
ciently utilized to aid In the performance of relatively complicated 
control functions In a digital computer with no loss In machine speed. 
i These functions Include such things as 16 sequencing counters tq auto¬ 
matically control up to 8 Independent programs, buffering controls for 
64 peripheral devices. Indexing and tabular control of main memory 
addresses. A parallel-serial parallel bit configuration of data Is de¬ 
scribed which allows some time sharing of the adder circuitry. The re¬ 
sultant speeds approach that of an all parallel system, but require not 
nearly as much equipment. It Is easily adapted to perform addition 
and subtraction In either binary or decimal codes. 


Two types of semi-conductor devices offer possibilities fo speed 
computer rates up to thousand megacycles. (I) Variable capacity 
diodes In parametric subharmonic phase locked oscillators have per¬ 
mitted pumping up to 10 KMC and making of 4 KMC-pumped 100 me 
logic circuits. Junction type diodes of order of magnitude higher speed 
capability were developed. (2) Tunnel diodes switching In less than 
10— 9 seconds were developed. Scaled-down frequency logic pulse type 
circuits were demonstrated. Arrays of tunnel diodes promise random 
access memories with access cycles of IO~ 8 to 10— 7 seconds. Both j 
diodes were developed In microcapsules fitting within microwave 
transmission boards and dissipate sufficiently low power to permit J 
necessary high packing density for ultra fast computers. Special circuit 
techniques for use of two terminal single port devices were developed, j 

\ THE ENGINEERING DESIGN OF THE 
STRETCH COMPUTER 


, THE VIRTUAL MEMORY IN THE STRETCH 
COMPUTER 

Speakers: John Cocke, Harwood G. Kolsky, IBM 

j The use of high speed logical devices and more sophisticated design 
methods has resulted In an Imbalance between the arithmetic and 
memory speeds. The Virtual Memory provides a method of “ looking- 
ahead” In order to permit the simultaneous operation of several blocks 
of memory In an asynchronous computer while maintaining logical cor¬ 
rectness. Machine speed Is further increased by overlapping the book¬ 
keeping operations with the principal computations. To measure the 
i effectiveness of the Virtual Memory, a timing simulation program for 
STRETCH was written on the IBM 704. This program enables us to 
study a wide variety of parameters for design optimization. 

(Continued on page 41) 
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for economical film analysis of space-age records 


THE DILOG 510 FILM RECORD READING SYSTEM 

Now you can greatly increase efficiency in film data handling! The Data Instruments’ DILOG 510 pro¬ 
vides the easiest method to obtain rapid and complete film analysis ... from any kind of film records. The 
DILOG 510 accepts 16mm, 35mm, and 70mm film—stop motion, cine-motion, and flow.. .any kind of data 
is rapidly and accurately translated from film to digital form. The data may be automatically punched into 
cards or paper—plotted—typed on an electric typewriter—or any desired combination. Ask for the com¬ 
plete story of film reading equipment: there is a DILOG system to fit your needs. Write, wire, or phone! 


Pioneers in Instrumentation for Data Analysis 


DATA INSTRUMENTS 

DIVISION OF TELECOMPUTING 
CORPORATION 


12838 Saticoy St., N. Hollywood., Calif., ST 7-8181 
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58 FACTS PROVE THE MC-5800 OBSOLETES 
EVERY OTHER ANALOG COMPUTER MADE 

solves problems faster, more accurately, and at less cost! 



The MC-5800 provides FASTER answers 

1. Selection of real-time, expanded-time or high¬ 
speed compressed-time without reprogramming. 


2. Real-time precision @ speeds to 60 solutions/sec. 

3. Dynamic memory with time-base accuracy of ±10 
nsec provides automatic parameter searching by 
iteration—an exclusive capability. 

4. It programs 134 amplifiers, 30 electronic multi¬ 
pliers, 18 diode function generators, 2 time-delay 
generators, 8 relay amplifiers, and 6 servos from one 
2128-hole patchboard. 

5. Unique automatic problem check checks prob¬ 
lem-board patching in seconds and can record errors. 

6. Exclusive electronic generators of the function of 
two-or-more variables may be programmed at patch¬ 
board in same time required for setup of single¬ 
variable generators. 

7. Complete control of all amplifiers, multipliers, 
dividers, and non-linear equipment at patchboard. 

8. Quick overload recovery in less than 1 sec. 

9. It is the only computer offering card-programmed 
diode function generators. 

The MC-5800 performs MORE ACCURATELY 

10. Amplifiers provide lowest noise level output — 
less than one millivolt at unity gain. 

11. Greatest distortion-free amplifier output —30 
mils at ± 120 V—only 12 mils quiescent drain. 

12. Lowest amplifier grid-current < 10" 9 ampere. 

13. Stable amplifier operation over the entire feed¬ 
back range from zero to infinity. 

14. Drift < 50 ^v in 8 hours in summing mode. 

15. Amplifier frequency response—flat to 10,000 cps 
and only 3 db down at 28 kc. 

16. Only diode function generators utilizing resis¬ 
tors, potentiometers, and diodes of equal quality to 
those in computing networks. 

17. Only diode function generators with individual 
hi-lo gain positions for each segment. 

18. Lowest function generator drift < 5 mv/8 hrs. 

19. Highest servo multiplier accuracy, ±0.008%. 

20. Only fully shielded patch bay and patchboard. 

21. All contacts in patching system gold-plated. 

22. Highest performance electronic multiplier—flat 
to 10,000 cps and only 3 db down at 20 kc. 

23. Only servo multipliers and resolvers with zero 
backlash gearing—maximum one part in 36,000. 

24. DC tachometer feedback on all servos. 

25. Dynamic servo error—less than 50 mv at one cps. 

26. Lowest step-function overshoot—less than 1%. 


27. EVERY SPECIFICATION IS GUARANTEED TO BE TRUE PERFORMANCE 
STANDARD —IN SUSTAINED OPERATION. 

28. Highest sin-cos resolver accuracy ±0.03% peak-to-peak. 

29. Power supplies eliminated from console—lowest, most stable 
operating temperatures—rise < 3°C. 

30. Passive networks stabilized at < 1°C above room ambient—no oven 
required. 

31. Servo-set pots can be set to 2 parts in 10,000. 

32. Accuracy of computing networks at least 0.01%. 

33. Lowest computer cross-talk—rejection greater than 2,000 to 1. 

The MC-5800 can be operated at LESS COST 

34. Greatest available problem capacity per dollar—by 20%. 

35. Least cost for future expansion. 

36. Output tube filaments operate with DC bias for maximum life. 

37. Centralized overload indication for quicker trouble-shooting. 

38. Only computer with hermetically sealed transformers. 

39. Choppers employ double-contacts in parallel for maximum life. 

40. Plug-in relays and step switches throughout for least down time. 

41. Plug-in dynamic components ease maintenance. 

42. Quickest trouble-shooting by automatic problem check. 

43. Costliest and best patching system for lowest programming cost 
thru maximum reliability of patchcord connections. 

44. Choppers de-energized when computer in standby for max. life. 

45. Separate power-supply venting minimizes room heat load. 

46. Exclusive equipment-door packaging for free access and quick 
maintenance without shutdown. 

47. Insulated patchboard prevents costly shorting accidents. 

48. Sealed servo gear boxes for maximum reliability. 

49. Fully transistorized ADRAC system with plug-in logic modules. 

50. Available on lease basis as well as for purchase. 

The MC-5800 can SOLVE MORE OF YOUR PROBLEMS 

51. Exclusive dynamic memory makes automatic iterative solution of 
statistical or optimization problems a reality. 

52. Dynamic memory -+- high-speed quick-reset rep-op provide practi¬ 
cal approach to solution of simultaneous partial differential equations. 

53. Exclusive bi-variable function generators can also be used as 
amplifiers, multipliers, or generators of single-variable functions. 

54. More computer capacity per dollar means more solutions. 

55. Solution of problems with up to 15 amplifiers in closed loops. 

56. Starting with as few as ten amplifiers, at a cost of little more than 
the cheapest available computer, you can build to a complete comput¬ 
ing center of unsurpassed performance. 

57. Add-on capacity up to 134 amplifiers, 30 electronic multipliers, 18 
diode function generators, 2 time-delay generators, 8 relays with ampli¬ 
fiers, 4 bi-variable function generators, 6 servos, 8 function switches — 
all field-expandable without mechanical rework or rewiring. 

58. Add-on features include automatic problem check, integrator rate 
test, high-speed repetitive operation, dynamic memory, expanded-time 
base, compressed-time base, servo-set potentiometers, and ADRAC 
(Automatic Digital Recording and Control) system—all field expand¬ 
able without mechanical rework or rewiring. 

There are over 100 more facts—let us tell you about them in person, 
or better still, visit our factory—and see for yourself! 



COMPUTER SYSTEMS, INC., 611 Broadway, New York 12, N.Y.* SPring 7-4016 

A Schlumberger Subsidia ry • formerly Mid-Century Instrumatic C o rp . 


















Threats from the quiet reaches of space 
can now be considered potential threats 
. . . and defense against them a necessity. 
Raytheon Company’s Missile Systems Divi¬ 
sion is already far into this vital defense pro¬ 
gram. Working with concepts far in advance 
of those which govern the Sparrow III and 
Hawk, Raytheon engineers are mixing 
imagination with talent. . . constantly prob¬ 
ing, analyzing, modifying. Working in an 
environment where the creative mind has 
room to think, these men are facing the future 
today . . . solving tomorrow’s defense prob¬ 
lems now. 

Raytheon has room for more such men at 
all levels of responsibility in digital data 
processing system design, including work 
in equipment feasibility and system inte¬ 
gration. 

These are positions in the nation’s only 
electronics company with prime contracts 
for two major missile systems ... an organ¬ 
ization growing at a fabulous rate. They offer 
fine living conditions too ... in New England, 
only minutes from Boston’s unsurpassed 
educational facilities. Modern company 
benefits and relocation assistance. 

Your resume will receive prompt attention. 
Please address it to: Mr. Richard K. 
Malcolm, Coordinator of Employment, 
Missile Systems Division, Raytheon Com¬ 
pany, 520 Winter Street, Waltham, Mass. 
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THE PROGRAM 


A COMBINED ANALOG-DIGITAL 
DIFFERENTIAL ANALYZER 

Speaker: Harold K. Skramstad, National Bureau of ' 
Standards 

An analog-digital differential analyzer has been designed which 
combines the analog advantages of high speed and continuous repre¬ 
sentation of variables with the digital capability of high precision and 
dynamic range. It Is based on representing dependent variables by two 
quantities, a digital number representing the more significant part, 
and an electrical voltage representing the less significant part. As In 
the electronic ana'og computer, time Is the Independent variable. The 
design of components required to build a computer of this combined 
type, such as Integrators, summers, and multipliers are given, and ex¬ 
amples of how the solution of a few elementary differential equations 
would be carried out are presented. 

THE SYSTEM ORGANIZATION OF MOBIDIC B 

Speaker: Stanley K. Chao, Sylvania Electric Products 

• - 

Mobldlc B is an all transistorized, militarized computer mounted in a 
standard Army trailer. It Is a general purpose, parallel, binary, syn¬ 
chronous, fixed point, and duplexed data processing system. 

It contains two basic processors Identical In characteristics. Internally 
tied together to the same system transfer bus. Both processors share a 
common set of Input-output devices. Each processor Is capable of 
operating an independent program without Interference. They are also 
capable of duplexed operation, allowing either processor to monitor 
and exert control over the other. In addition to the 8192-word high 
speed Core Memory in each processor, there exists a 50 mllllon-blt 
Mass Memory. This memory Is treated as an Input-output device, ad¬ 
dressable by in-out Instructions. A Data Retrieval Unit Is Incorporated ; 
to facilitate data searching from the Magnetic Tape and Mass Memory. \ 

A UNIVERSAL COMPUTER CAPABLE OF 

EXECUTING AN ARBITRARY NUMBER OF 
SUB-PROGRAMS SIMULTANEOUSLY 

Speaker: John Holland, University of Michigan 

The paper describes a universal computer capable of simultaneously 
executing an arbitrary number of sub-programs, the number of such 
sub-programs varying as a function of time under program control or 
as directed by Input to the computer. Three features of the computer 
are: 

1. The structure of the computer Is a 2-dimensional modular (or 
iterative) network. 

2. Each sub-program is spatially organized, thus facilitating the 
simulation of "hlghly-parallel" systems having many points or 
parts. 

3. The Computer’s structure and behavior can, with simple general¬ 
izations, be formulated so as to make It a useful abstract tool 
for Investigating problems In automata theory. 

Wednesday Afternoon 2:00 p.m.-5:00 p.m. 

Chairman: Paul Armer, The RAND Corporation 
THE MULTI-SEQUENCE COMPUTER AS A 
COMMUNICATIONS TOOL 

Speaker: J. N. Ackley, International Electric Corp. 

This paper describes possible applications, as a communications tool, 
of a multi-sequence computer In which more than one sequence or pro¬ 
gram operates Independently, time-sharing the central processing unit. 
The computer Is made to time-share on an on-demand basis between 
all of the Input and output devices. The control sequences and the 
buffering can be provided by the central processing unit. A multi- 
sequence computer, which permits Integration of a multiplicity of i 
Input and output devices economically, becomes a very rapid and 
economical message switching center by connecting the communications I 
lines as the Input and output devices. This configuration can also be ex¬ 
ploited as a real time data processing system or a real time control 
system. 

SYNTHESIS OF SWITCHING TWO TERMINALS 
BASED ON THE THEORY OF G. R. 
KIRCHHOFF AND O. VEBLEN 

Speaker: Satio Okada, Brooklyn Polytechnic Insti¬ 
tute 

A routine procedure for determining minimum switching networks. 


non-series-parallel and non-single-contact In general, for any given 
Boolean polynomial R Is exemplified. 
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APPLICATIONS OF BOOLEAN MATRICES TO S 
THE ANALYSIS OF FLOW DIAGRAMS 

Speaker: Reese T. Prosser, Lincoln Laboratories 

An analysis of the structure of flow diagrams, such as those as- ! 
soclated with computing machine programs, can be given In terms of j 
Boolean matrices. With each such diagram Is associated a pair of ’ 
Boolean matrices. The first of these, called the connectivity matrix, 
contains the topological structure of the diagrams, and the second, j 
called the precedence matrix, contains its precedence relations. Ele¬ 
mentary computations on these matrices are shown to yield detailed In¬ 
formation concerning the internal logical consistency of the flow dia- < 
gram. Possible applications to automatic debugging procedures are 
suggested. 

SIMCOM - THE SIMULATOR COMPILER 

Speaker: Thomas Sanborn, Space Technology Lab¬ 
oratories j 

SIMCOM is a specialized compiler used in preparing computer- 
simulation programs. The Input language consists of stylized “ sen¬ 
tences” which specify the configuration of the computer to be simu¬ 
lated, and describe the bit-wise effect of each of the simulated com¬ 
puter's operations. Related sentences are grouped Into "paragraphs” 
to minimize coded cross references in the simulation program. Because 
the compiler output Is a symbolic code it can be generated during a 
single pass through the source program. This symbolic code is then 
processed by a conventional two-pass assembly program. Automatic j 
storage allocation, and a novel form of subroutine add to the power 
of the system. 

TECHNIQUES AND METHODS EMPLOYED IN 
A DIGITAL COMPUTER PROGRAM TO 
SOLVE GENERAL TRANSIENT HEAT j 

TRANSFER PROBLEMS 

Speakers: D. J. Campbell, Mrs. D. Vollenweider, 

General Electric j 

A method Is presented for solving transient and steady state heat j 
transfer problems. The digital computer program permits the analysis 
of three-dimensional problems with arbitrary geometry and various 
combined modes of heat transfer. An unusual manner of describing ! 
goemetrlc configurations and of presenting input data in symbolic form 
Is discussed. Aspects of Input processing, testing, and organization are | 
described. Further extensions of these methods and computational tech- j 
nlques are proposed. 

(FOUR PANEL DISCUSSIONS WILL BE HELD AT j 
A SPECIAL SESSION WEDNESDAY NlGHT. FOR ] 
DETAILS, SEE PAGE 45.) 

I 

Thursday 

Thursday, December 3, 1959 9:00 a.m.-10:35 a.m j 
Chairman: A. L. Samuel, IBM 
THE AUTOMATIC TRANSCRIPTION OF 
MACHINE SHORTHAND 

Speaker: Gerard Salton, Harvard University & j 
Sylvania Electric Products j 

The transformation of speech input Into written output Is an im¬ 
portant part of many data processing problems. Since digitalized j 
speech Input cannot be readily recognized, U is suggested that ma- j 
chine shorthand notes be used as input to a computer process for the i 
automatic production of written output. The basic theory of machine I 
shorthand Is briefly described. Thereafter, various methods for the 
transcription of machine shorthand are discussed. Many problems , 
arising In the translation process are found to be similar to problems j 
of Interest In the machine translation of languages and In the analysis j 
of speech. Computer routines for the production of comprehensible, at- j 
though not syntactically or semantically unambt; js, English are de- ] 
scribed, and the computer output Is demonstrated 
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ITT Laboratories 

announces engineering opportunities in the 
DIGITAL SYSTEMS LABORATORY 



ITT Laboratories, the domestic research or¬ 
ganization of International Telephone and 
Telegraph Corporation and long a leader in 
advanced electronics research and develop¬ 
ment, has been engaged for some years in 
digital computer engineering. 

The Digital Systems Laboratory is engaged 
in projects of wide scope and magnitude 
embracing both commercial and military 
applications. Research and development 
centers on high speed, stored program 


machines; data switching and control; and 
commercial data processing applications. 
These developments incorporate major ad¬ 
vances in machine organization and digital 
techniques. Prominent among the major 
projects in this Laboratory are the devel¬ 
opment of a worldwide communication and 
control system for the U. S. Air Force, and 
a solid state computer which will handle 
personal credit for a major New York 
City bank. 


THE DIGITAL SYSTEMS LABORATORY PROVIDES 

Digital Communication Systems 

Coding & Decoding Theory & Techniques 
Information Theory 
Data Transmission 
Input/Output Devices & Systems 
Communication Control Computers 
Data Switching Equipment 
High Speed Memories 


ENGINEERS CHALLENGING OPPORTUNITIES 

Data Processing Systems 

Commercial Processing Systems 
Systems Application Analysis 
Computer Development 
Core, Tape and Drum Memories 
Logical Design 
Digital Circuit Design 
Transistor Circuit Design 


Engineers with experience or capabilities in these areas are invited to investigate 
employment opportunities at all levels at ITT Laboratories. Write Mr. G. K. Wall, 
Technical Placement Director. 


ITT Laboratories 

A Division of International Telephone and Telegraph Corporation 
500 Washington Avenue, Nutley, New Jersey 
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CRITICAL-PATH PLANNING AND SCHEDULING 

Speakers: James E. Kelley, Jr., Morgan R. Walker, 
Mauchly Associates 

- 2i - ■ ''*2-': . ■ ' U’+f 

Since January 1957 a technique for planning, scheduling and co¬ 
ordinating complex engineering-type projects has been developed, 
tested and applied. The essential Ingredient of the technique Is a work¬ 
ing model of a project that incorporates sequence Information, costs 
and durations for each component of the project. Parametric linear 
programming Is used to combine these factors to produce optimal cost 
schedules having varying completion dates. Included is a complete 
system for cost accounting and computing and updating all project In¬ 
formation. The rudiments of the technique, the history of the study and 
application results are discussed. 

THE AUTOMATIC DIGITAL COMPUTER AS AN 
AID IN MEDICAL DIAGNOSIS 

Speakers: C. B. Crumb, Jr., Bendix Systems Divi¬ 
sion, and C. E. Rupe, M.D., Henry Ford 
Hospital 

The idea presented in this paper is that an automatic digital com¬ 
puter can provide great assistance to the medical diagnostician by 
rapid calculation, based upon symptoms and physical findings, of the 
relative probability that a certain physical disorder fits that set of 
findings. The plan calls for use of the computer to prepare statistical 
tables of correlation constants between patients’ symptoms and var¬ 
ious associated medical disorders; and to compute relative probabilities 
that various disorders fit a given set of symptoms. The paper describes "1 
the origins of the scheme, the plan for development of the technique, 
progress to date in execution of that plan. 

Thursday Morning 10:55 a.m.-12:30 p.m, 1 

Chairman: William N. Papian, Lincoln Laboratories 3 
AN ADVANCED MAGNETIC TAPE SYSTEM 
FOR DATA PROCESSING 

Speaker: Richard B. Lawrance, Datamatic Division 4 
of Minneapolis-Honeywell Regulator Co. 

We describe a new magnetic tape mechanism, recording system, 
and information checking and restoration system of high reliability. 

In the mechanism, comparison is made between pinch-roller and vac¬ 
uum capstan means for tape motion control. Criteria include minimiza¬ 
tion of tape deterioration both gradual and catastrophic, tracking, 
skew, and maintenance considerations. Systems techniques for en¬ 
hancing tape system reliability are discussed briefly, with some em¬ 
phasis on the use of error detection and automatic correction. The 
choice of information format on the tape and of error correcting par¬ 
ameters for maximum effectiveness is described. 

A HIGH SPEED, SMALL SIZE MAGNETIC 
DRUM MEMORY UNIT FOR ULTRA 
SMALL DIGITAL COMPUTERS 

Speakers: M. May, G. Miller, G. Shifrin, Ramo- 
Wooldridge 

A magnetic memory drum has been designed and constructed for 
use in future aircraft and missile weapons systems. The drum has the 
following significant characteristics; 

Overall Size — 4" x 4" x 6" 

Memory Capacity — 300,000 bits stored on 122 tracks 

Operating Bit Rate —546 kc 

Speed —7 2,000 rpm 

Ten circulating registers with a minimum length of 26 bits are also 
provided. The drum is ruggedly built to withstand MIL-F-5400 Class 2 
specifications. It can stand shock loads of 16g and continuous vibra¬ 
tions of 5g peak from 0-2000 cps without the use of shock mounts. 

TEMPERATURE COMPENSATION FOR A CORE 
MEMORY ! 

Speakers: A. Ashley, E. Cohler, W. S. Humphrey, 
Sylvania Electric Products 

f 

For fixed installation, it Is often possible to control the temperature 
of ferrite core memories within narrow limits. However, In a small 
mobile computer designed to operate over world-wide conditions, this 


control is not feasible because of the added weight, volume, and cost 
encountered. A memory designed for such application has been tem¬ 
perature compensated by the use of temperature sensitive components 
In the current sources to the x-y drivers and in the power supplies for 
the z drivers. In addition, core-derived strobing has provided peaking 
time compensation for the sense amplifiers as changes in transistor 
characteristics delay or advance drive current. This compensation per¬ 
mits operation of an 8192 word 38 bit transistorized memory running 
at an 8 microsecond cycle time In an ambient environment which may 
vary between —30° C and +55°C. 

Thursday Afternoon 2:30 p.m.-5:00 p.m. 

Chairman: Oliver G. Selfridge, Lincoln Laboratories 
USE OF A COMPUTER TO DESIGN 

CHARACTER RECOGNITION LOGIC 
Speaker: R. J. Evey, IBM 

Character recognition logic for the IBM 12 70 Sorter/Reader was de¬ 
veloped with the aid of an IBM 704 computer. Characters printed with 
magnetic ink are quantized by the Sorter's scanning system Into a 7 
x 70 binary matrix which drives recognition logic of the AND and 
OR type. To develop this logic, computer programs which simulated 
the quantizing and the logic were used in conjunction with hardware 
that provided “real-life" character degradation. These programs and 
the procedure for developing the recognition logic are discussed. 


A SELF ORGANIZING LOGICAL SYSTEM 

Speaker: Richard L. Mattson, Lockheed Missiles 
and Space Division 

A self-organizing logical system can be thought of as two systems; 
one, a network of adjustable logical devices which receive binary in¬ 
put combinations and operate on these to produce a binary output; the 
other, a system for determining what adjustments should be made In 
the logical devices to produce a desired logical function. By using the 
performance of the logical devices as a feedback to the adjusting sys¬ 
tem, optimum logical function synthesis can be obtained. In this paper 
a precise model for an adjustable logical device and a convergent itera¬ 
tive adjustment procedure is given and analyzed. Four demonstrations 
are given which made use of these logical devices and iterative pro¬ 
cedure to synthesize an optimum function for pattern recognition prob- 
L lems containing from 25 to 27 6 binary variables. These problems 
were simulated on the IBM 704 computer and each problem required s 
less than two minutes of computer time to synthesize the optimum 
truth function for the process considered. 

ALPHA-NUMERIC CHARACTER RECOGNITION 

USING LOCAL OPERATIONS ; 

Speaker: J. S. Bomba, Bell Telephone Laboratories 

A demonstration of the recognition of thirty-four distinguishable 
handprinted, block capital, alpha-numeric characters Is described. The 
basts of the recognition method is the use of “local operations’’ to ex¬ 
tract significant features from the characters. The recognition pro- j 
cedure Is: (1) reduce the noise In the field by local averaging, (2) 
standardize the character line width, (3) extract the “essential’’ fea¬ 
tures from the character (typical features are—straight lines of vary- j 
Ing slopes and line Intersections), (4) derive the relative locations 
and sizes of-these features, (5) Identify the characters from Items 
(3) and (4) with combinational logic. The method was successfully 
evaluated with a simulation program on an IBM 704. 

PATTERN RECOGNITION AND READING BY 
MACHINE 

Speakers: O. G. Selfridge, Lincoln Laboratories, 
Ulric Neisser, Brandies University, Rus¬ 
sell Kirsch, Bureau of Standards, M. f 
Minsky, Lincoln Laboratories 

An essential part of data processing by machine Is pattern discrim¬ 
ination, characterization and mensuration. To accomplish this end, a 
means was devised and Is being used to so treat patterns with an IBM 
704. As a means of evaluating the discriminating capability of the sys¬ 
tem, typewritten numerals, hand-blocked print, and hand-written script 
were used as patterns of respectively increasing complexity and In¬ 
dividual variability. All of these were recognized by a single, general 
purpose program from the initial patterns which were optically imaged 
on a 10 x 15 photocell matrix. Recognition was accomplished by in¬ 
dividual character, and by contextual relationships. 
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Explorer VI 
is a^'' 






space laboratory 

orbiting 

around 


the 

earth 

-S. 

"N. 

with 
paddles 
capturing 
sunlight 
for 

power 



The scientific data that will some day enable 
us to probe successfully to the very fringes of 
the universe is being recorded and transmitted 
at this moment by the space laboratory 
Explorer VI, a satellite now in orbit around 
the earth • This project, carried out by Space 
Technology Laboratories for the National 
Aeronautics and Space Administration under 
the direction of the Air Force Ballistic Missile 
Division, will advance man’s knowledge of: 

The earth and. the solar system .. .The magnetic 
field strengths in space ... The cosmic ray 
intensities away from earth ,.. and, 

The micrometeorite density encountered in 
inter-planetary travel • Explorer VI is the 
most sensitive and unique achievement ever 
launched into space. The 29" payload, 

STL designed and instrumented by STL in 
cooperation with the universities, will remain 
“vocal” for its anticipated one year life. 





How ? Because Explorer Vi’s 132 pounds of 
electronic components are powered by storage 
batteries kept charged by the impingement 
of solar radiation on 8,000 cells in the four 
sails or paddles equivalent to 12.2 square feet 
in area • Many more of the scientific and 
technological miracles of Explorer VI will be 
reported to the world as it continues its epic 
flight. The STL technical staff brings to this 
space research the same talents which have 
provided systems engineering and over-all 
direction since 1954 to the Air Force Missile 
Programs including Atlas, Thor, Titan, 
Minuteman, and the Pioneer I space probe. 

Important staff positions in connection with 
these activities are now available for 
scientists and engineers with outstanding 
capabilities in propulsion, electronics, 
thermodynamics, aerodynamics, structures, 
astrophysics, computer technology, and 
other related fields and disciplines. 


Space Technology 



Inquiries 
and resumes 

Laboratories, Inc. invited. 

P.O. Box 95004 
Los Angeles 45, California 
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A. D, Little scientist at work in lab 



Willis H. Ware was Conference Chairman of the 1958 WJCC; Fi¬ 
nance Chairman of the 1957 WJCC; serves as a member of the I.R.E. 
national Ad Hoc Committee; and <was a member of the Technical 
Program Committee of the recent IC1P. In 1946 he became one of 
the original members of the staff of the Electronic Computer Project 
at the Institute for Advanced Study, Princeton. There he worked on 
the design and development of the large-scale, general purpose digi¬ 
tal computer which later set the pattern for the construction of sev¬ 
eral "Princeton class machines!’ Dr. Ware joined The RAND Cor¬ 
poration in 1952, and is continuing work with digital machines. 


FIELD TRIPS 

There will be two field trips held in conjunction with 
the EJCC. Both are scheduled for Wednesday, Decem¬ 
ber 2nd. 

The first, an afternoon trip, will take delegates to 
M.I.T.’s Lincoln Laboratory (top picture), located about 
16 miles west of Boston. Lincoln is at the research com¬ 
plex which includes Air Force Cambridge Research Cen¬ 
ter, Mitre Corporation, and a number of other defense- 
oriented plants. Lincoln, with 1600 employees, including 
more than 600 engineers and professional persons, is 
engaged in work on air defense systems for the North 
American content. The trip will feature an inspection 
and demonstration of the TX-2 computer being de¬ 
veloped there. There will be a limit of 100 persons for 
the trip, and it is expected that only U.S. citizens may 
attend, because of security regulations. 

The second trip will be made Wednesday evening to 
the Arthur D. Little plant (lower picture), in Cam¬ 
bridge. A. D. Little is one of the nation’s foremost re¬ 
search organizations. The evening trip will include a 
demonstration of thin film Cryotrons which were de¬ 
veloped at A. D. Little. 

AWARD >, SPEAKER 

Two notable events will be held in conjunction with the 
dinner, concluding the conference on Thursday eve¬ 
ning. The first will be the award presentation. We 
quote directly from the preliminary program, "In recog¬ 
nition of the fact that technical programs are sometimes 
marred by careless or obtuse presentation of papers, the 
EJCC has decided to emphasize the importance of a 
good oral presentation. An award of $300 will be made 
for the best presentation at the Conference of a paper 
describing significant work in the computer field. The 
winner of the award will be selected by the program 
committee and the presentation will be made at the Con¬ 
ference dinner on the last day of the meeting.” 

The second event will be an address by Dr. Willis 
W. Ware, of The RAND Corporation, on "Status of 
Computer Developments in the Soviet Union.” Dr. 
Ware was a member of a delegation sent to Russia in 
May by the National Joint Computer Conference as part 
of an exchange arranged by the State Department. (So¬ 
viet computer experts visited the U.S. in April.) The 
American group visited a number of research institutes, 
universities, and computer factories—both users and 
producers of digital computers. 

Dr. Ware will speak on the delegation’s evaluation 
of the state of Soviet education, will tell of Russian pro¬ 
gramming projects, will evaluate the state of the indus¬ 
try in the USSR and will tell of personal contacts made. 
He will also discuss approximately a dozen Russian 
machines. 
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MAKE YOUR MARK 


WANTED: process engineers and engineers experienced in computer 
control systems, digital communication, instrumentation, logical design, 
transistorized circuitry, computer applications, computer programming. 
MAKE YOUR MARK with professionals in the nucleus group who will 


guide this GENESYS planned expansion: EMPLOYMENT DOUBLED by 
December 31,1959,TRIPLED by end of 1960-FACILITIES QUADRUPLED 


by end of 1960. FIND OUT why our engineers chose Genesys as a 
career in commercial advanced systems and related hardware. WRITE 
Norm Baylis, Personnel Manager, or telephone VErmont 7-5333 now. 


GENESYS CORPORATION 


10131 NATIONAL BLVD., LOS ANGELES 34, CALIFORNIA 


a Commercial Subsidiary of 
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omputer 

Programmers: 


Seen any new horizons 
lately? 

Do you sometimes feel that you’re adrift in a 
sea of sameness... that beyond your present 
horizon is another just like it? If so, it’s important 
that you know what’s going on in computer 
programming at System Development 
Corporation. 

In addition to developing large computerized 
control systems for SAGE, SAC, and other 
important operations —SDC is engaged in a 
number of long-range research projects. They 
include : automatic coding and problem-oriented 
languages; development of a language to 
automate transition from one computer to 
another; study of the organization of large 
systems; investigation of computer design from 
a standpoint of programability rather than 
engineering; information retrieval and medical 
data processing. 

POSITIONS NOW OPEN AT ALL LEVELS 

(at Santa Monica, California and Lodi, New Jersey) 

The extension of SDC’s programming activities 
into new areas has created openings for 
Programmers at various levels of experience, 
including senior status. Please send your 
inquiry to Mr. E. A. Shaw, SDC, 2478 Colorado 
Avenue, Santa Monica, California. 


“Project CLIP—The Design of a Compiler and 
Language for Information Processing,” a paper 
by Harvey Bratman of SDC’s Data Processing 
Research staff, is available upon request. Send 
request to Mr. Bratman at SDC. 



SYSTEM DEVELOPMENT 
CORPORATION 

Santa Monica, California • Lodi, New Jersey 


Circle 73 on Reader Service Card. 


November/December 1959 


49 

















*\xxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxxx\N*' 


^ vWXWXXXXXVVWXWVXXXXXXVWXXXWXXWXXXXXVVXXXXWXXXXXXXXXXXXWWWWVVXWVXXXVXXWXXVVXXXX ^ 


MITRE 

Xv : 

Incites 

COMPUTER PROGRAMMERS 

0o Join Its ‘Expanding 
Scientific Community 


MITRE is a non-profit organization formed under the sponsorship of the 
Massachusetts Institute of Technology. Its nucleus is a Technical Staff 
of scientists and engineers with established reputations in the design and 
development of computer-based systems. 

The organization’s task is to provide the technical solutions to problems 
in the design, development and integration of large-scale, real-time control 
air defense systems. Ranging in scope from the practical problems of 
improving present systems through the design of future systems, MITRE 
assignments provide a unique multi-discipline environment in which 
significant contributions can be made. 

System-oriented programmers with experience on large-scale computers 
will find opportunities to define problems and formulate solutions in: 


• REALTIME SIMULATION • MACHINE DESIGN 

• SYSTEM PROGRAMMING • INFORMATION STORAGE and RETRIEVAL 

• MATHEMATICAL MODEL MANIPULATION • CODING TECHNIQUES 

• COMPUTER APPLICATIONS • SUBSYSTEM SIMULATION 

• AUTOMATIC PROGRAMMING RESEARCH 

These positions are available at MITRE’s modern facilities in suburban 
Boston, Massachusetts, Fort Walton Beach, Florida, and Montgomery, Alabama. 


BOSTON INTERVIEWS 

Daring Eastern Joint Computer Conference 

You are invited to call Thomas Shirhall, Volunteer 2-8950 
8 A.M. to 7 P.M. November 30 through December 3 


Or write directly to Dana N. Burdette, Personnel Director 

THE MITRE CORPORATION 

244 Wood Street — Lexington 73, Massachusetts 
A brochure more fully describing and its activities is available on reguest. 

"Vwxxxwxxxxxxwxxxxxxxxxxxxxxxxxvvxxxxxxxxxxxxxxxxxxxxxxxxv«vxvxxvxxxxxxxxxxxxxxxxxxxxxxx^ 
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Ten year? ago the professional organization of the computer field was just begin¬ 
ning. Only the real bit-niks dreamed of the universal interest, the tremendous 
growth, the cooperative enterprises, the excitement of the Fantastic Fifties. I 
was one of them, a far-out type, and it’s been wonderful to help stage the even 
more ambitious spectaculars of our dramatic business. 

We talked computers first. Then we called them data processors. And now 
the new OK phrase is information systems, or some such. Our current profes¬ 
sional organizations are struggling to keep abreast; the smell, the ferment of 
change is in everyone’s nostrils. 

Clearly we have outgrown our early patterns. The hardware boys of the IRE 
and the AIEE committees, the technical applications youngsters of the ACM, 
have grown gray in the struggle (i.e., are now in their thirties), many other 
professional societies are deeply involved in “our” field, and entirely new outfits 
like SIAM and TIMS have appeared. 

I propose to return again and again to this broad topic: how to organize our¬ 
selves to organize information. It will be a personal view, and a deeply felt one; 
I only wish I could buttonhole every reader and say, “It’s time to do better; we 
can do better; let’s talk it over!” 

There is one immediate problem before the house: the ratification in some 
quasi-legal way of American participation in IFIP, the proposed International 
Federation of Information Processing (see page 21 for the draft constitution). 
The organizers and sponsors of the Federation are pushing hard for action this 
winter, so positive and negative comment is urgent. 

In my view, there is one overwhelming reason why the IFIP charter should 
not be signed by the JCC (on behalf of its three components) or any other 
American professional body. I put aside such interesting questions as whether a 
federation is needed, whether its broad outline as a society of societies is sensi¬ 
ble, whether financial support is possible, how international projects other than 
IOIP-type meetings — ALGOL, for instance — are to be handled. The major 
and immediate reason for objecting to IFIP is that it doesn’t care about IP! 

What is really happening is the old ACM yarn all over again. IFIP is really a 
federation of technical computation groups, and its European members are 
quite open about it. Business data processing, non-scientific-information re¬ 
trieval, instrumentation and control — leave that to others; concentrate on 
numerical analysis, Turing machines, self-compiling compilers. Down with point- 
of-sale recorders, up with the heuristic algorithm! 

I say it’s spinach, and I say the devil with it! Information processing is as 
broad as our culture and as deep as interplanetary space. To allow narrow inter¬ 
ests, pioneering though they may have been, to preempt the name, to relegate 
ninety percent of the field to “an exercise left to the reader,” would be disastrous 
to the underlying unity of the new information sciences. 

I came out of the scientific side: partial differential equations on the 601, 
harmonic analysis on the 407, orbit computations on relay calculators, lens 
design on the SSEC. But the dream is wider than to produce a slick matrix 
inversion routine or to stimulate a 205 on a 220. It’s to remodel the whole 
world of the future with a tool unequalled for challenge since the invention of 
the alphabet, to amplify human intelligence by organizing and rationalizing the 
staggering flow of information that is the nervous system of society. 

On the very threshold of what should be the Sapient, the Sagacious, the 
Sophisticated Sixties, let’s not repeat the pattern of broad preemption and 
narrow performance that has troubled American information processing and 
hindered its spread. In the next year or two we shall certainly put our national 
house in order; then and only then can we rationally organize IFIP. 



TALLY 



High-Speed 

Tape 

Perforator 


At can punch up to 
60 characters/ sec. 

Speed is completely variable. Tally 
perforators operate asynchronous¬ 
ly at any rate to maximum speed. 
Their unique wire clutch drives 
let you vary speed for slaving 
to other equipment, simplifying 
design of many logical systems. 


Ahese features, too 

® Self-contained ® Accepts tapes 
of varying widths from 5, 6, 7, 
or 8 channels ® Low maintenance 
(completely enclosed mechanism 
is oil-mist lubricated) • Quiet 
operation ® Long life through use 
of quality components. 

It's ready for 
delivery now 

Drop us a line for the full scoop— 
and the name of your nearest Tally 
engineering representative. Please 
address Dept. — 8012 


REGISTER CORPORATION 
5300 14th Avenue N.W., Seattle 7, Wash., 
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□ btbmrtion news briefs 


POTTER ANNOUNCES FAST 
MAGNETIC TAPE SYSTEM 

Of interest to the entire automatic 
data handling industry was a news 
item released by Potter Instrument 
Company recently, wherein they an¬ 
nounced their newly developed high 
density magnetic tape recording sys¬ 
tem. Outstanding features outlined by 
Potter include: (1) Transfer of data to 
or from the computer at rates in ex¬ 
cess of 500,000 numbers per second; 
(2) Magnetic tape files reduced by a 
factor of 7 to 1; (3) Virtual elimina¬ 
tion of errors in the data transfer 
from magnetic tape to computer. 
While details of the system are not 
being disclosed, the firm is maintain¬ 
ing a working demonstration of the 
system at their Plainview plant. 

One of the principal achievements 
of the system is the ability to record 
and reproduce digital information at 
a pulse density of 1500 per inch. 

The significant feature of the sys¬ 


tem, Potter states, is a seven times 
increase in data handling rate, ac¬ 
complished with practically no errors. 
Several billion bits of recorded in¬ 
formation were examined under pur¬ 
posely degraded conditions without 
one detectable error being found. 
Along with the overall advantage of 
speed is the fact that fewer tape reels 
for the file library are required with 
consequent reduced handling time. 

Circle 110 on Reader Service Card. 

INTERCARD DEVELOPED 
FOR BENDIX BY N.A. 

INTERCARD, a mnemonic, floating 
point interpreter-compiler, has been 
developed for the G-15 computer and 
CA-2 card coupler by Bendix Com¬ 
puter in collaboration with North 
American Aviation Missile Division. 
The complete system uses 3 MTA-2 
magnetic tape units and standard 
card read and punch equipment. 


Thirty to forty commands are ex¬ 
ecuted per second and input/output 
is at 100 cards read and 100 lines 
printed per second. The relative high 
speed of the system is made possible 
by a minimum access technique for 
commands and operations. 

Circle 111 on Reader Service Card. 

SDC DOUBLES NEW JERSEY 
FACILITIES AND PERSONNEL 

Rapid growth is taking place at Sys¬ 
tem Development Corporation’s Pa- 
ramus, New Jersey facility. The Cor¬ 
poration’s Strategic Air Command 
Control System (SACCS) Division, 
now located in Lodi, will move part 
of its operation into a new building 
to be constructed in Paramus. The 
move will result in the Division 
doubling its facilities and personnel. 

The new structure will house com¬ 
puter programmers who are working 
on the SACCS project and eventually 
employ 400 mathematicians, psychol¬ 
ogists and engineers for SAC’s giant, 
wo rid-wide control system. 

J Plans for construction of a 32,000 
sq. ft. computer component manufac¬ 
turing plant on a 26-acre site at Santa 
Cruz were announced recently by 
Sylvania Electric Products, Inc. The 
Computer Products Operations of Syl¬ 
vania Electronic Systems, have been 
operating in leased facilities in Santa 
Cruz since 1957. The Sylvania ac¬ 
tivities will transfer early in 1960. 

^Electronic Associates has recently 
completed a 60,000 sq. ft. extension 
of its West Long Branch plant. The 
new area houses 60 to 70 per cent of 
the production of the PACE 231R 
analog computer and support equip¬ 
ment. It also contains the production 
purchasing dept., the supporting pro¬ 
duction offices, and portions of Supply. 

y Control Data Corp. has recently an¬ 
nounced that, the Company’s recent 
subscription offering of 99,594 shares 
of additional common stock has been 
substantially oversubscribed. War¬ 
rants were offered to stockholders on 
the basis of one share for each eight 
held, at a subscription rate of $12.00 
per share. 

V Brown University has received a 
grant of $350,000 from the National 



Responsible Assignments 
. , t Stimulating Association for 

PHYSICISTS, MATHEMATICIANS, 
and ELECTRONICS ENGINEERS 



From a small test center where the first atomic 
bomb was exploded in 1945 to today’s modern 
extensive missile testing facility—that’s the 
Air Force Missile Development Center at Holloman, 
f f • the site of Telecomputing Services, Inc. 

\ We work >vith high-speed digital computers 

. and other data reduction equipment to reduce, 

•4.j...j analyze, and evaluate data gathered;from 

■j.j.various instrumentation systems located on the 

White Sands Missile Range; and prepare reports 
rfrtl i for the government and contractors. 

4 Our continuing growth is creating new; positions j.f.f.f.pi.j. 

j j for qualified engineers’.. a growth accelerated 
> j by recognition of individual achievement j : 

f i 1 * * ‘ : i . 4. a growth YOU can share. 

I.j.|.J.}.j.If you are a physicist, mathematician, ‘ . 

or electronics engineer we invite you to investigate < . 

the opportunities as"a Data Processing Specialist 
. S | in this expanding field of missile*, 

i * l satellites, and space travel. 

In addition to our pleasant,[modern facility j 
-i \ - and professional working atmosphere, other j 

—I—j . ; benefits include: Attractive Salaries, Area r 

i ; ;?i Bonus, Relocation Pay, Profit Sharing, Group 

r Insurance, Educational Reimbursement. 4 

.For Application and Further Information, ivrite: 
Director, of Technical Personnel -;-- 

TELECOMPUTING^ SERVICES,INC. 

I.j.t.t.S U B S t D I A R Y O F :-|-1-1-:-1-1-t-1-1-f“ 

TELE G-Q-MrPj-U TLl4'-G-~f<S-<MR-N^ 

BOX 4 4 7 - C. HOLLOMAN AIR FORCE BASEi NEW MEXICO 
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Science Foundation to be used for 
the purchase of an IBM 7070. De¬ 
livery of the near-million-dollar sys¬ 
tem is scheduled for mid-1960. 

/A lightweight digital computer for 
the Achiever all-inertial guidance for 
TITAN will be developed by IBM. 
A contract for the computer was 
awarded to IBM’s Federal Systems 
Division facility at Owego, New York, 
by AC Spark Plug Division of Gen¬ 
eral Motors in Milwaukee. 

/Three contracts have been awarded 
to Marc Shiowitz and Associates, 
Gardena, Calif. The contracts, all in 
the digital computer field, were 
awarded by Benson-Lehner, Litton 
Industries, and Norden Division, 
United Aircraft Corp. 

/The Norair Division of Northrop 
Corporation has announced the award 
of a contract approximating $400,000 
to the Florida Division of Radiation, 
Inc., for a highly advanced PCM flight 
test data acquisition and data proc¬ 
essing system. 

/Installation of a 40-ft Beckman ana¬ 
log computer was begun early in Sep¬ 
tember at the Aero-Space division of 
Boeing Airplane Company, Seattle. 
The $225,000 EASE computer was 


acquired for study of the Bomarc mis¬ 
sile and future advance missile and 
space vehicle systems. It will be used 
under the direction of Douglas R. Clif¬ 
ford, head of the mathematical serv¬ 
ices unit. 

/ Minneapolis-Honey well Regulator 
Company is building a second large- 
scale electronic data acquisition sys¬ 
tem for use in high-speed processing 
of rocket engine test information. It 
will be installed at the Bacchus, Utah 
rocket propellant plant of Hercules 
Powder Company. 

/Librascope, Inc. a subsidiary of 
General Precision Equipment Corp., 
New York, has established an Applied 
Research Department which will in¬ 
vestigate new concepts in such ad¬ 
vanced electronics fields as solid 
state physics. Wayne Blackburn has 
been named director of the new unit. 

/Semiconductor production facilities 
at Texas Instruments, currently being 
upped from 310,000 to more than 
700,000 sq. ft., will make possible 
the mass production of new multi¬ 
purpose transistors. 

/Fairchild Camera and Instrument 
Corp. revealed recently that it has 


purchased all the common stock of 
Fairchild Semiconductor Corp., Moun¬ 
tain View, Calif. The firm will expand 
production facilities from the present 
68,000 sq. ft. to 183,000 sq. ft. 

/Ferranti-Packard Electric Limited, 
Toronto, has just been awarded a con¬ 
tract to design and manufacture a 
large digital computer for Trans- 
Canada Air Lines. The gp machine 
will be the center of a nationwide 
TCA reservation system, the field 
equipment for which is presently be¬ 
ing built by Ferranti-Packard. The en¬ 
tire system will cost close to 3V2 mil¬ 
lion dollars. 

/ Douglas Aircraft has ordered an 
RW-300 from The Thompson-Ramo- 
Wooldridge Products Company. The 
computer, expected to be in operation 
in the Douglas plant in Santa Monica 
early next year, will exercise auto¬ 
matic closed-loop control over equip¬ 
ment used to test airborne servo 
systems. 

/The first Canadian installation of 
the Farrington reading machine will 
be made for Canadian Oil Companies, 
Limited, of Toronto. C.O. will be the 
ninth oil company in North America 
to use this equipment. 


OPERATOR OF THE NATION'S LARGEST 
INDEPENDENT COMPUTER SERVICE CENTER 
(IBM 704/709) AT ITS ARLINGTON RESEARCH FACILITY 

. . . AND STILL EXPANDING... 
with a nationwide network of large-scale data processing centers 

VISION, CREATIVENESS and SUCCESSFUL PERFORM¬ 
ANCE In advanced research projects of far-reaching 
significance have sparked C-E-I-R’s phenomenal growth 
and its ever-expanding range of activity. 

High-speed computing time available to business, In¬ 
dustry and government . . . backed up by a complete 
range of skilled analytical and programming services. 

Challenging opportunities in exciting new areas exist 
for experienced programmers, mathematicians, systems 
analysts and EDP customer representatives. 

1960-61 


IBM 7090 

NEW YORK • HOUSTON • ARLINGTON 

STARTING JUNE 1960 

LARGE-SCALE/NEXT GENERATION EDPM 
CHICAGO • LOS ANGELES 



Visit our Booth No. 18-19 at the EASTERN JOINT COMPUTER CONFERENCE or write today to: 


C-E-l-R, inc.. 


1200 Jefferson Davis Highway, Arlington 2, Virginia 
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IBM. APPLIED SCIENCE 

a professional career 
that didn’t exist ten years ago offers 

BROAD NEW OPPORTUNITIES 


Ten years ago, the Applied Science Representative was almost unheard 
of. Today, at IBM, he has a “frontier” career with all the associated 
challenges, excitement, and opportunities to make rapid progress based 
on personal capabilities. 

The IBM Applied Science Representative is a professional consultant 
to the top echelons of business, industry, and government management. 
He deals with the mathematical formulation of scientific and manage¬ 
ment problems and proves the feasibility of solutions with electronic 
data processing systems. 

Successful men and women candidates will be given comprehensive 
training to equip them to direct their education and talents toward a 
successful career in Applied Science. 

You can become an IBM Applied Scientist, if: 

• you have an M.S. or Ph.D. in engineering, mathematics, or one of the physical 
sciences ... or a B.S. in engineering, mathematics, or one of the physical sciences and 
a Master’s degree in business administration. 

• you have a B.S. in mathematics or one of the physical sciences, plus experience in 
computer programming. 

• you are interested in exercising a free hand in assignments requiring fresh thinking 
and new, creative approaches. 

• you are able to communicate ideas to technical and nontechnical people. 

• you are interested in joining the leader in the fast-expanding electronic-systems field. 


For further information, contact your nearest IBM branch office, or: 

IN THE EAST IN THE MIDWEST IN THE WEST 

Mr. W. F. McClelland Mr. R. W. De Sio Mr. L. C. Hubbard 

Manager of Applied Science Manager of Applied Science Manager of Applied Science 
IBM Corporation IBM Corporation IBM Corporation 

Eastern Region Midwestern Region Western Region *■ 

425 Park Avenue 618 South Michigan Avenue 3424 Wilshire Boulevard 

New York 22, New York Chicago 5, Illinois Los Angeles 5, California 


Applied Science Representatives are located in over 100 IBM branch offices throughout the country. 


DATA PROCESSING DIVISION 
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THE ROLE OF FIBER OPTICS 

IN DATA RECORDING 


by DR. W. LEWIS HYDE 

Assistant Director of Research, American Optical Co. 

(From a paper given at the Symposium on Cathode Ray Tube 
Recording, Dayton, Ohio, January, 1959.) 

A thin fiber of optical glass will transmit light from one 
end to the other with high efficiency, and a bundle of 
carefully arranged fibers will transmit an image. This art 
is called fiber optics, and we are studying it at the Re¬ 
search Center of American Optical Co. 

Although the fibers can be made up in flexible bundles, 
they can also be cemented or fused. The purpose of this 
paper is to show that data recording from cathode-ray 
tubes may be easier and faster when the face of the 
cathode-ray tube is made of optical fibers fused together 
side by side so that each fiber runs perpendicular to the 
face of the tube from the inside surface to the outside. 
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Figure 1. Each of the fused, vacuum-tight tube faces con¬ 
tains about 20,000 fibers. The samples on either side mag¬ 
nify and demagnify slightly. 



Figure 2. The ray of light shown is the steepest ray which 
can be trapped by reflection at the glass-to-glass boundary. 



Each fiber can then pick up the light from the phosphor 
on the interior end and deliver it without parallax to a 
recording film close to the outer end. Such a tube face 
can be made with fibers less than .002 of an inch in 
diameter so that twenty or more lines per millimeter can 
be resolved. Figure 1 shows a sample of such material. 

If the tube face were made of homogeneous glass fibers 
fused together, the fibers would lose their identity and the 
tube face would become an ordinary piece of glass. To 
avoid this we make each fiber of glass with a high index 
of refraction coated with a thin fused jacket of low index 
glass. In a typical case the index of the glass of the fiber 
is 1.75 and that of the jacket is 1.52. Let us now con¬ 
sider the optical efficiency of such a fiber so that we can 
compare it with a lens. 

Figure 2 shows a meridional ray of light entering the 
end of a fiber whose index is n K and whose jacket has an 
index n c . As the ray approaches the wall we can find the 
critical angle for which total internal reflection just takes 
place by the relationship “ 

n sin 0 = n sin 90'°=n 
Q ' c c 


or sin 0 = . . c . 

T n 
Q 

We can trace this ray back to its origin outside the fiber 
remembering that the angle r with respect to the end of 
the fiber is (90^0) Then 



Sin i is the “numerical aperture” of a system in air, and 
the light-gathering efficiency of an optical system goes as 
the square of the numerical aperture. The numerical 
aperture of the 1.75 fiber with the 1.52 jacket is 0.86 and 
the half angle of the useful cone of light is 59 0 . 

Now let us compare the optical efficiency of the fibers 
with the conventional method of recording the trace from 
an oscillograph with a camera. The phosphor throws out 
light in all directions (including backward) and a portion 
of this light is caught by the lens and focussed onto the 
film. The lens has a diameter, D, a focal length, f, and is 
being used to give a picture on the film the same size as 
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Figure 4. This tube face blank has about 700,000 fibers. 



American vflSI Company 

F e )*Jro I a 3 3 

Southbridge, Massachusetts 



Figure 5. This bundle is demagnifying tivo-to-one. Such a 
■bundle can be used to speed up a photographic lens. 

that on the phosphor. The speed of a lens is defined as 
f/D and in a typical case of very fast lens, say f/1, the 
focal length will be equal to the diameter, but for unit 
magnification must be set back twice its focal length from 
the phosphor. It then catches a cone of light whose half 
angle is 14°, and the numerical aperture is 0.24. 

To estimate the improvement in optical efficiency of 
fiber optics over an ordinary*; lens for transferring light 
from a phosphor to a photographic film, we take the 
square of the ratio of the numerical apertures, i.e. 
(0.86/0.24) 2 or about 13. We would therefore expect at 
least an order of magnitude improvement in optical ef¬ 
ficiency; that is, a picture could be taken in one-tenth the 
time. In practice there are of course other considerations 
such as reflection losses in the lens, image quality at the 
edges of the field, directional emission from the phosphor, 
stray light, etc., but our friends who have built equip¬ 
ment with fiber optics tell us that they get an increase in 
speed of a factor of twenty and this seems quite reasonable 
from the above calculations. 

OldenW has described a third solution to this problem, 
using a thin sheet of mica as a cathode-ray tube window. 
His scheme has much the same optical efficiency as that 
given by fiber optics, with somewhat less resolving power 
and a restricted useful area, since the mica must support 
atmospheric pressure. 

Although a fiber optics tube face has superior optical 
efficiency for data recording, it is clear that optical ef¬ 
ficiency is of secondary importance in many situations. If 
the data comes out at a reasonable rate, an ordinary 
photographic technique may be sufficient. We feel how¬ 
ever that there are several circumstances under which 
fiber optics may be very important for data recording. 
The first is when very little light is available as may be 
the case at very high speeds. The second is when a great 
deal of data must be recorded and the cost and other 
characteristics of the recording medium are important. A 
factor of twenty in optical speed may make it possible to 
use some inexpensive or dry recording medium with lower 

(G Olden, R. G., RCA Review 18 , 343 (1957) 


optical efficiency than ordinary silver-halide emulsions. 

When fiber optics are used the recording instrument has 
a very compact configuration. When a lens is used at 
unit magnification, the paper will always lie four times 
the focal length of the lens away from the cathode-ray 
tube, and when it is necessary to cover a large field, for 
instance recording letter type on pages eight inches wide, 
it may be necessary to have a lens 10" or 12" in diameter 
and put the photographic paper 3 or 4 feet away from 
the cathode-ray tube. With fiber optics all of this empty 
space is eliminated. 

The resolving power of a fiber optics system is also very 
good, and uniform over the whole area. We commonly 
work with fibers 0.002" in diameter, and can go smaller 
with new techniques now in the experimental stage, but 
0.002" is already at the limit of the resolving power of the 
human eye for ordinary reading distances. 

One type of tube face that we are now making regularly 
is circular and about 1.5 inches in diameter. These are 
ordinarily made of fibers about 0.002 to 0.003" in di¬ 
ameter with a jacket about 1/10 of the fiber diameter in 
thickness. Fibers are tightly but irregularly packed with 
the interesting result that the majority of them are five 
sided as shown in the Fig. 3. We can also make rectangu¬ 
lar tube faces up to eight inches wide and one-fourth inch 
high, and one is shown in Fig. 4. Small quantities of these 
materials can now be obtained from American Optical 
Company on an experimental basis by companies and lab¬ 
oratories that are interested in getting some experiments 
started in this field. No regular commercial production is 
set up yet and prices are correspondingly high. 9 

Circle 107 on Reader Service Card. 


h 


111 JETI 

_ ll u 


ITEECO jd 

St——7T 


I 

[it: =i^l i 

u-E-" 
1 1 --- 1 1 

i i- = --i i 

i i 


sQ? 


ALUMA-PLANK 
SAVES 


REPLACEMENT 
COST 11 

COMPUTER 


TER 


Save up to 6 ft. of flooring ordinarily lost when repaneling access 
openings. Use Aluma-Plank 9" x 27" sections. 

ITEECO’S new, lightweight extruded aluminum flooring is the only 
modular plank system available. 



INDUSTRIAL TUBULAR EQUIPMENT CO. 

12906 Saticoy, North Hollywood, California • TRiangle 7-9821 
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TRANSISTORS: A concise two-page 
reference piece is complete with 
package photos, listing descriptions, 
important data and useful applica¬ 
tions of five new silicon transistor de¬ 
velopments. Included for additional 
reference is an itemized inventory 
with operating characteristics of a 
broad and complete line of available 
silicon transistors. For copy write 
TRANSITRON ELECTRONIC 
CORP., 168-182 Albion St., Wake¬ 
field, Mass., or use reader card. 

Circle 260 on Reader Service Card. 

MAGNETIC MEMORIES: A four- 
page bulletin describes the series 
3100 magnetic memories. Data linear¬ 
ization, nuclear spectrum analysis, 
card-tape processing and periodic crt 
display are a few of the many appli¬ 
cations listed for the series 3100. Com¬ 


plete specifications and characteristics 
are also given. For copy write RESE 
ENGINEERING, INC., 731 Arch St., 
Philadelphia 6, Penna., or use card. 

Circle 261 on Reader Service Card. 

MAGNETIC TAPE: A four-page il¬ 
lustrated bulletin describing magnetic 
tape for digital and analog recording 
includes performance qualities of the 
new tape, production techniques, and 
specifications. For copy write CON¬ 
SOLIDATED ELECTRODYNAMICS 
CORP., 360 Sierra Madre Villa, 
Pasadena, Calif., or use reader card. 

Circle 262 on Reader Service Card. 

PROCESSING APPLICATIONS: The 
wide range of data processing appli¬ 
cations now being processed on a 
pay-as-you-go service bureau basis is 
indicated in a new brochure. Typical 


applications listed in the engineering 
fields include flutter analysis, reaction 
analysis, cut and fill, circuit analysis 
and design, and crude oil evaluation. 
For copy write THE SERVICE 
BUREAU CORP., 425 Park Ave., 
New York, N.Y., or use reader card. 

Circle 263 on Reader Service Card. 

MEMORY CORE TESTER: Techni¬ 
cal bulletin 59-A describes an auto¬ 
matic core tester, modular test system 
design approach, basic core test pro¬ 
gram, pulse programming, and the 
complete REACT system operation. 
The four-page bulletin also includes a 
block diagram of the core tester, com¬ 
plete specifications, and illustrations 
of components. For copy write RESE 
ENGINEERING, INC., 731 Arch St., 
Philadelphia 6, Penna., or use card. 

Circle 264 on Reader Service Card. 


Career Openings in our. . . 

COMPUTER PRODUCTS DIVISION 

LFE’s outstandingly productive efforts in the computer field have led to the recent 
formation of a distinct Computer Products Division. Its table of organization — still wide 
open. Its job — the manufacture and marketing of data-processing devices, and R & D 
work on a contract basis for industry and Government, with special emphasis on bulk-data 
storage. Its needs — key people in the following categories . . . 

DIGITAL DRUM ENGINEERING 

To assist in the design, development, and testing 
of advanced digital information storage systems. 

He will need two years’ experience in the testing 
of magnetic drum storage devices and associated 
circuitry, and some background in the design, 
development, and testing of magnetic core type 
logical circuitry. Experience in pulse circuitry 
utilizing vacuum tubes is desirable. 

ELECTRO-OPTICAL ENGINEERING 

To assist in the design and development of 
optical systems for use in computer memory 
devices. 

He will need a BS in Engineering or Physics 
with study in Optics. Two years’ experience in 
design of optical systems, as well as familiarity 
with MIL Specs, and versatility in other engineer¬ 
ing fields is desirable. 

LFE is a young, vigorous organization of nearly 
2000 people with a growing record of achieve¬ 
ments in many areas. LFE salaries take full 
account of qualifications and keep pace with 
accomplishments. We welcome full discussion of 
openings, salaries, company policies. 

To arrange for an interview in your locality, 
Call, or send resume to: 

Professional Placement Director 
75 Pitts Street, Boston 14, Mass., Richmond 2-3200 

LABORATORY FOR ELECTRONICS 


Circle 77 on Reader Service Card. 


SENIOR COMPUTER ENGINEER 

For design, development, and testing of digital 
data processing devices and digital computing 
devices. 

He will need five years’ experience in systems, 
hardware, and test phases of appropriate sys¬ 
tems . . . circuit experience in pulse type circuits 
utilizing vacuum tubes, transistors, diodes, cores, 
etc. . . . logical design experience, and a general 
knowledge of the hardware employed in digital 
type systems. His background should include sys¬ 
tems design, preparation of proposals and speci¬ 
fications, and supervision of personnel. He must 
have the initiative and future capability to pro¬ 
cess contracts with a minimum of supervision. 

SENIOR CIRCUIT DESIGN ENGINEER 

To design and direct the design of radar type 
display units, including deflection amplifiers, 
sweep generators, video amplifiers, and high volt¬ 
age supplies. 

He will need five years of directly applicable 
experience, plus a thorough knowledge of CRT’s. 
Familiarity with special purpose display tubes is 
desirable. This position calls for a maximum engi¬ 
neering effort and a minimum of administrating, 
except in directing the efforts of supporting engi¬ 
neers. 
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“Let’s talk it over at the E.J.C.C.” 


RECORD READERS: A new catalog 
defines the term “record reader” and 
discusses special purpose record read¬ 
ers which are used to convert in¬ 
formation recorded in pictorial or 
graphic form into either digital or 
proportional analog resistance form. 
For copy write BENSON-LEHNER 
CORP., 11930 W. Olympic Blvd., 
Los Angeles 64, Calif., or use card. 

Circle 265 on Reader Service Card. 


ANALOG COMPUTER: “Analog 
Computer CM-2,” a two-page bro¬ 
chure describes and illustrates this 
solid-state computing device for 
mathematical calculations, especially 
applicable in the chemical, petro¬ 
chemical, refining and process indus¬ 
tries. It lists all technical data and 
specifications, including special ampli¬ 
fiers and networks which are availa¬ 
ble. For copy write SOUTHWEST¬ 
ERN INDUSTRIAL ELECTRONICS 
CO., 10201 Westheimer Rd., P.O. 
Box 22187, Houston 27, Texas. 

Circle 266 on Reader Service Card. 


NPN TRANSISTORS: Technical 
data is now available on a comprehen¬ 
sive line of NPN transistors for high¬ 
speed switching and high frequency 
amplification. The line comprises 25 
computer types suited for logic-cir¬ 
cuit, core-driver, and other switching 
applications. For copy write CBS 
ELECTRONICS, 100 Endicott St., 
Danvers, Mass., or use reader card. 

Circle 267 on Reader Service Card. 


BMEWS, MOBIDIC, UDOFT . . . here are words you’ll be hearing often 
at the Eastern Joint Computer Conference at the Statler-Hilton in Boston, 
November 30, December 1, 2 and 3. You’ll be hearing plenty of talk, too, 
about the phenomenal growth of Sylvania’s Data Systems Operations . . . 
and the opportunities for engineers to grow with this substantial company. 

Stop in and see us at the Conference. We'll have a suite at the Con¬ 
ference Headquarters. 

Data Systems Operations / SYLVAN IA ELECTRONIC SYSTEMS 

A Division of 

V SYLVAN I A® 

Subsidiary of 

GENERAL TELEPHONE & ELECTRONICS 

New England Industrial Center on Route 128, Needham, Mass. 

Circle 78 on Reader Service Card. 


DATA HANDLING CAPABILITIES: 
Bulletin 901 outlines the organization 
of the technical activities and de¬ 
scribes how effective integration of 
the manufacturer’s engineering sec¬ 
tions covers the entire field of data 
acquisition, transfer, processing, and 
display. For copy write TELE-DY¬ 
NAMICS INC., 5000 Parkside Ave., 
Philadelphia 31, Penna., or use card. 

Circle 268 on Reader Service Card. 


ELECTRONIC TYPEWRITER: 
When to use edge-punched cards to 
expedite data-processing is the sub¬ 
ject of a new, illustrated brochure. It 
also describes one of the latest ad¬ 
vances in paperwork automation — the 
electronic Sychro-Tape typewriter. Al¬ 
though this equipment is equally ef¬ 
ficient with either punched-tape or 
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edge-punched cards, it is the latter 
which the brochure emphasizes. For 
copy write REMINGTON RAND, 
315 Park Ave. South, New York 10, 
N.Y., or use reader service card. 

Circle 269 on Reader Service Card. 

CONSULTING FIRM: A 20-page, 
two-color brochure’ describes this 
firm’s problem solving techniques. 
The reader will find information 
covering the following areas and 
more: “Mathematical and Statistical 
Services Division,” “Sampling and 
Statistical Design,” “Data Research 
Division,” “Space Technology Divi¬ 
sion,” “Management and Engineering 
Division” and “Computer Services Di¬ 
vision.” In all, 16 service areas are 
described. A floor plan of the data 
processing facility is included as are 
pictures of 37 of the firm’s directors 
and technical staff members. For in¬ 
formation write C-E-I-R, 734 15th 
St. N.W., Washington 5, D. C. 

Circle 270 on Reader Service Card. 


ANALOG-TO-DIGITAL PROCES¬ 
SOR: Details of MicroSADIC, a high¬ 
speed analog-to-digital processor, are 
presented in a new illustrated, four- 
page bulletin. Operation, design de¬ 
tails and specifications are described. 
For copy write CONSOLIDATED 
ELECTRODYNAMICS CORP., 360 
Sierra Madre Villa, Pasadena, Calif. 

Circle 271 on Reader Service Card. 


TRIGISTOR: A new 16-page booklet 
covers some of the circuits and appli¬ 
cations of the silicon trigistor. The 
booklet includes diagrams and in¬ 
formation on how to achieve both 
significant miniaturization and higher 
reliability through circuit simplifica¬ 
tion. For copy write SOLID STATE 
PRODUCTS, INC., One Pingree St., 
Salem, Mass., or use reader card. 

Circle 272 on Reader Service Card. 


ALPHA-NUMERIC PRINTER: Mod¬ 
el 3260 high speed alpha-numeric 
printer is described and illustrated in 
a four-page brochure. A characteristic 
is the integration of a complete elec¬ 
tronic storage and mechanical printer 
system into a single piece of equip¬ 
ment. For copy write POTTER IN¬ 
STRUMENT CO., INC., Sunnyside 
Blvd., Plainview, L.I., New York. 

Circle 273 on Reader Service Card. 


ANALOG COMPUTER: A new bro¬ 
chure, AC934, describes the PACE 
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Opportunities in the 
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RAMO-WOOLDRIDGE 
INTELLECTRONICS 
LABORATORIES 



* 

E 


The recently formed Intellectronics Laboratories will 
be concerned with the technology of human beings and 
machines working together to extend man’s intellect by 
electronics. Major military, commercial, and industrial 
programs employing the concept of Intellectronics —the 
extension of man’s intellect by electronics —are well 
underway at major R-W facilities located in Denver, 
Los Angeles, and Fort Huachuca, Arizona. Experienced 
scientists and engineers who hold a B.S. or advanced 
degree with several years of pertinent experience are 
invited to investigate the challenging opportunities 
listed below. 


LOS ANGELES AND DENVER 

Human Factors Engineering for Systems Test 
Operations, Evaluation and Training 


ANALOG-DIGITAL CONVERSION 
DIGITAL COMPUTER PROGRAMMING 
AND ANALYSIS 

DATA REDUCTION AND ANALYSIS 
ELECTROMAGNETIC RADIATION 
ANALYSIS 

PHOTOGRAMMETRY OR GEODESY 
PHOTO INTERPRETATION 
NUMERICAL ANALYSIS 
COMPUTER APPLICATIONS 
LOGICAL DESIGN 
SYSTEMS ANALYSIS AND DESIGN 
PULSE CIRCUITRY 
MAGNETIC TAPE SYSTEMS 


MAGNETIC CORE ARRAYS 
AUTOMATIC LANGUAGE TRANSLATION 
COMPUTER INSTALLATION, TEST 
AND CHECKOUT 
RELIABILITY ANALYSIS 
COMPUTER INTERFACE ENGINEERING 
PHOTO OPTICAL DISPLAY SYSTEMS 
ELECTRONIC INFORMATION DISPLAY 
SYSTEMS 

OPTICAL-LENS SYSTEMS ENGINEERING 
COMMUNICATIONS SYSTEMS 
OPERATIONS 

TECHNICAL REPORTS AND 
COMPUTER MANUAL WRITING 
PHOTO PROCESSING ENGINEERING 


FORT HUACHUCA, ARIZONA 


DIGITAL COMPUTER APPLICATIONS, 
AND ANALYSIS 

DIGITAL COMPUTER SYSTEM DESIGN, 
DEVELOPMENT, AND TESTING 
TEST EQUIPMENT 
COMPUTER PROGRAMMING 


DIGITAL COMPUTER INPUT-OUTPUT 
EQUIPMENT * 

COMMUNICATIONS EQUIPMENT 
COMPUTER SYSTEMS .RESEARCH FOR 
ADVANCED APPLICATIONS 
HUMAN FACTORS AND TRAINING 


BOSTON INTERVIEWS 

may be arranged during the 

Eastern Joint Computer Conference, 

Tuesday, Wednesday or -Thursday, December 1-3, by 
calling Mr. Frank C. Nagel collect at HAncock 6-2027, 
or by visiting the Ramo-Wooldridge suite in the Confer¬ 
ence Headquarters Hotel. Correspondence may be 
directed to Mr. Nagel at ' 


RAMO-WOOLDRIDGE 

P. O. Box 90534, Airport Station, Los Angeles 45, Calif, 

A DIVISION OF THOMPSON RAMO WOOLDRIDGE INC. 
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Raised 

Floors 


Perform Perfectly 
For All Computers 



Exclusive new design 
reinforced panels 
eliminate stringers, 
permit total access! 



WACO “Series 300” raised floors 
feature reinforced, aluminum 
panels with stringer-free instal¬ 
lation to permit total access to 
sub-floor; allow cut-outs any¬ 
where on the panel, even after in¬ 
stallation, while retaining maxi¬ 
mum strength, minimum deflec¬ 
tion. Adjustable pedestals assure 
perfectly level floor for all com¬ 
puter installation. 

WRITE FOR FREE CATALOG 

WASHINGTON 
ALUMINUM CO. 

Dept. 3711 • Baltimore 29, Md. 

Circle 21 on Reader Service Card. 


NEW LITERATURE 

TR-10, completely transistorized, port¬ 
able analog computer. Accurate to 
0.1%, it is capable of performing the 
mathematical operations required in 
the' solution of 95% of routine engi¬ 
neering problems, according to the 
manufacturer. For copy write ELEC¬ 
TRONIC ASSOCIATES, INC., Long 
Branch, N.J., or use reader card. 

Circle 274 on Reader Service Card. 

TRANSISTOR MANUAL: A new 
edition, the fourth, of the Transistor 
Manual contains 227-pages of com¬ 
pletely re-written information on 
transistors and their use in electronic 
circuits. Included in the 20 chapters 
is information on basic semiconductor 
theory, transistor construction tech¬ 
niques, biasing, switching characteris¬ 
tics and several chapters on circuits. 
For copy send $1 to GENERAL 
ELECTRIC CO., Semiconductor 
Products Dept., Charles Building, 
Liverpool, New York. 

TELEMETRY DECOMMUTATION: 
A new 8-page brochure “M-Series 


Ground Stations for PAM/PDM De¬ 
commutation” describes the various 
components of a ground decommuta¬ 
tion system and how they operate. 
Basic, recommended systems layouts 
are given along with accessories that 
may be used with them. Specifications 
are provided. For copy write ASCOP, 
a division of Electro-Mechanical Re¬ 
search, Inc., Box 44, Princeton, N.J. 

Circle 275 on Reader Service Card. 

INSTRUMENTATION RECORDER: 
A four-color brochure on the FR-600 
instrumentation recorder which offers 
a frequency response to 250 KC in 
direct recording and to 20 KC in FM 
work is now available. Full specifica¬ 
tions and descriptions of accessories, 
optional equipment, and “human engi¬ 
neering” design are included. For 
copy write AMPEX INSTRUMEN¬ 
TATION ADVERTISING, 934 Char¬ 
ter St., Redwood City, California. 

Circle 276 on Reader Service Card. 

LOGIC. CIRCUITS: Brochure No. 
11959 gives details and specifications 
on transistorized logic circuits. These 
basic AND gates, OR gates, emitter 
followers and inverters are made in 


ELECTRONIC DATA 
PROCESSING ANALYSTS 

Positions exist with Chrysler Corporation Missile Division for 
experienced analysts qualified to engage in the application of 
electronic data processing equipment for programming and 
procedures development related to production and record keep¬ 
ing of large ballistic missile systems manufacturing. 

This work involves the preparation, analysis, and programming 
applications of IBM Type 709 Equipment to the areas of en¬ 
gineering documentation, production control, quality control 
and cost accounting. 

A college degree or equivalent and one to five years’ experience 
in programming or procedures development in the data proc¬ 
essing area. 

Direct your inquiries t o.- 

Mr. L. G. Olsen, Personnel Dept., 220B3 

Chrysler Corporation Missile Division, 

P.O. Box 2628, Detroit 31, Michigan 


Circle 80 on Reader Service Card. 
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RESEARCH POSITIONS 

SENIOR RESEARCH PHYSICISTS IN 

OPTICS 

Physical, geometric, electron optics, photometry, light sources, photography 
SENIOR RESEARCH PHYSICISTS - SOLID-STATE MEASUREMENTS 


ENGINEERING POSITIONS 

TRANSISTOR CIRCUITS ENGINEER for design & development of high-speed computer 
circuitry. Prefer man with circuit analysis ability and up-to-date knowledge of 
computer circuits & components. 

ELECTRONIC ENGINEER, MEMORY & BUFFER DESIGN & DEVELOPMENT with working 
knowledge of transistor driving circuitry and computer components. 

LOGICAL DESIGNER specialist in logical design of computers with minimum 
2 to 5 years logical design experience. 


PRODUCT DEVELOPMENT POSITIONS 

SENIOR PROGRAMMERS to form nucleus of new automatic programming group. 
Experienced in construction of auto codes, service-type routines, simulators or 
diagnostic routines. Group will be responsible for developing advanced automatic 
programming techniques for a general-purpose data processor. 


BOSTON INTERVIEWS 

FOR CONFIDENTIAL INTERVIEW DURING THE EASTERN JOINT COMPUTER CONFER¬ 
ENCE, CALL'D. P. GILLESPIE. DIRECTOR OF INDUSTRIAL RELATIONS AT THE BOSTON 
STATLER HILTON. HANCOCK 6-2000. 


Circle 89 on Reader Service Card. 


JR., SR. AND SPECIALIST OPENINGS IN 
TRANSISTOR CIRCUITS 
LOGICAL DESIGN 
DIGITAL SYSTEMS 


MAGNETICS 

ELECTRON AND PHYSICAL OPTICS 
MICROMINIATURE CIRCUITS 
OR COMPONENTS 


NCR offers you the opportunity to pit your abilities against some really 
perplexing computer research problems - plus a chance to get in on the ground 
floor of a rapidly expanding division of one of the world's great companies. 

At NCR you’ll help create advanced data-processing systems for worldwide 
commercial markets. You’ll receive an above-average salary, excellent benefits, 
and the authority and facilities you’ll need to see the fruition of your own ideas. 
NCR’s program, which maintains a balance of commercial and military activity, 
is unaffected by the vagaries of military spending. Take your place with the men who 
created the magnetic Rod memory, inhibit-core logic, and the NCR 304, 
the world’s first solid-state data-processing system designed for business use. 


FOR SCIENTISTS 
AND ENGINEERS 
AT ALL LEVELS OF 
EXPERIENCE 
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TO THE ENGINEER m w 

who can use a little honest trickery 


AE 

CAN 

DO 



There’s more than one way of skinning a cat 
—or making ideas work automatically. And 
AE has a bag-full. 

That’s because AE has had years of experi¬ 
ence in making relays and stepping switches 
work wonders in automatic telephone 
exchanges —and in automatic control devices. 

If you can use some down-to-earth magic in 
your designs, AE engineers will be glad to 
help. And you may well find that their sug¬ 
gestions can simplify the control package. 

They can also show you why AE relays and 
stepping switches cost you less in the long 
run. 

For instance, the AE Type 45 Stepping 
Switch, illustrated, has a free-floating 


pawl that never binds, never breaks, elim¬ 
inates the necessity of ever readjusting 
armature stroke, does away with double¬ 
stepping or overthrow. And the switch 
usually outlasts the equipment it’s built 
into! 

You’ll also be interested in knowing that AE 
is equipped to deliver completely wired and 
assembled control units designed to your 
specifications. 

Want more information? Just write the 
Director,’ Industrial Products Engineering, 
Automatic Electric, Northlake, Illinois. Ask 
for Circular 1698-H: Rotary Stepping 
Switches; Circular 1702-E: Relays for 
Industry; and our new 32-page booklet on 
Basic Circuits. 


AUTOMATIC ELECTRIC 


Subsidiary of 

GENERAL TELEPHONE & ELECTRONICS 

Circle 32 on Reader Service Card. 
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single and dual plug-in units with 
PNP, NPN or complementary sym¬ 
metry circuits from which to select. 
For copy write WALKIRT CO., 141 
West Hazel St., Inglewood 3, Calif. 

Circle 277 on Reader Service Card. 


ANALOG COMPUTERS: An Air 
Force report just released claims that 
analog computers can unravel prob¬ 
lems of flame and fluid dynamics un- 
solvable by other means but are not 
widely used because chemists aren’t 
aware of their capabilities in those 
fields. Application of Analog Com¬ 
puters to Various Combustion, Flame, 
and Fluid Dynamics Problems (PB 
151775). For copy send $1.75 to 
OTS, U.S. DEPARTMENT OF COM¬ 
MERCE, Washington 25, D. C. 

ELECTRODEPOSITION: An elec¬ 
trodeposition technique and another 
involving thermal decomposition of 
acetyl acetonate can produce thin 
nickel-iron alloy films with a variety 
of compositions, thicknesses, and mag¬ 
netic properties, Air Force research 
has disclosed. A final report of the 
study of ferromagnetic films has been 
released. The Preparation and Char¬ 
acteristics of Thin Ferromagnetic 
Films (PB 151525). For copy send 
$2.75 to OTS, U.S. DEPARTMENT 
OF COMMERCE, Washington 25, 
District of Columbia. 


MAGNACARD TECHNIQUES: De¬ 
velopment of the Magnacard system, 
a technique for high-speed handling 
of magnetic cards expected by its de¬ 
velopers to open a “whole new tech¬ 
nology” in data processing, is de¬ 
scribed in an Air Force report. 
“Research and Development of the 
Magnacard System” (PB 151828). For 
copy send $3 to OTS, U.S. DEPART¬ 
MENT OF COMMERCE, Washing¬ 
ton 25, District of Columbia. 


AUTOMATION PROCEEDINGS: 
Proceedings of the Life Office Man¬ 
agement Association’s Automation 
Forum, a 416-page book containing a 
record of the April 13-15 meeting, in¬ 
cludes transcripts of “A Constructive 
Auditing Approach Toward Electronic 
Data Processing,” and “Can The Con¬ 
temporary Executive Cope With The 
Computer Challenge.” For copy send 
$8.25 ($5.25 to members) to L.O.M.A., 
110 East 42nd St., New York 17, N.Y. 

November/December 1959. 


SAVE 50'/. to 90% 
ON 

DC POWER SYSTEMS 




Skeptical? Write today for this complete, 
authoritative, 32-page illustrated technical 
manual describing ESCO-RI PRECISE POWER 
SYSTEMS. 


glPUCDAHTY €©. 


Partners 206 $0UTH STREET STAMFORD, CONNECTICUT 
mP0Wer ' Fireside 8-6203 

E&EGBIiATORS, INC. 


The modern way to boost electronic power-system reliability is also the 
best way to cut cost, size, heat-loss, and complexity...by interposing a 
precisely-regulated motor-alternator set as a buffer-regulator between your 
DC power supplies and the power line. Typical Savings: 50-90%. 

This technique often eliminates the need for regulated supplies...simple 
brute-force rectifiers suffice. If regulation is still necessary, the.stress on 
the regulator is greatly reduced, hence remarkable savings in cost, etc. 
Everybody’s doing it... in Computers, Automation, Telemetry, Ground 
Support. Incidentally, ignore old-fashioned prejudices about rotary equip¬ 
ment... this is“turn-it-on-and-forget-it” gear...we even build them brush¬ 
less, if you object to routine once-a-year maintenance. 


Circle 22 on Reader Service Card. 
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COMPUTER 
ENGINEERS & 
PROGRAMMERS 

for Industrial Applications 
with General Electric in 
Phoenix, Arizona 

General Electric’s entry into the industrial digital 
computer field has created new positions at the 
Computer Dept. The recently developed GE 312 
Digital Control Computer is the start of a new product line 
for industrial and utility applications. To further the 
development of general and special purpose systems 
in this area, experienced Computer Engineers and 
Mathematicians are required in: 

• LOGIC AND CIRCUIT DESIGN 

• DIGITAL SYSTEMS ENGINEERING 

• DIAGNOSTIC & SYSTEMS 
DESIGN PROGRAMMERS 

Additional Engineers ... to complete the 
INDUSTRIAL COMPUTER STAFF, are required for: 

• INDUSTRIAL PRODUCT PLANNING 

• PROCESS ENGINEERS—COMPUTER CONTROL 

• INDUSTRIAL COMPUTER SALES 

• TEST EQUIPMENT DESIGN 


PPnPRAMMFIK initia l staffing °f a sales sup- 

I IWvliHlilllltllJ port applications team offers posi¬ 
tions for Programmers in the pioneering of industrial com¬ 
puters as well as data processing. Customer consultation, 
systems analysis, systems training and the development of 
functional specifications are involved. B.S. in Math or Science 
is required. Will be expected to offer technical assistance to 
the industrial equipment customers in optimizing techniques, 
mathematical analyses, systems and programming analyses 
and will monitor and supervise programming to implement 
customer specifications. 


Also openings for Product Service Engineers — 
Assignments in California and other U.S. locales 


Please write in confidence, including salary requirements to: 
MR. J. E. TORREY, 56-BMK 

COMPUTER DEPARTMENT 


GENERAL 



ELECTRIC 


13430 No. Black Canyon Highway, P.O. Drawer 270 
Phoenix, Arizona 


Circle 81 on Reader Service Card. 


NON-LINEAR 

PRODUCING 

OTRAC 


A new oscillogram trace reader, a semi¬ 
automatic data reduction machine for 
handling oscillographic data, is cur¬ 
rently being produced (and delivered) 
by Non-Linear Systems, Inc., it was 
recently announced. 

Model 12 OTRAC will semi-auto- 
matically convert oscillogram traces 
into the digital perameters to which 
the traces correspond. After conver¬ 
sion, the data are automatically tabu¬ 
lated on an electric typewriter or are 
fed into tape or card punches. Up to 
ten channels of data can be handled 
at once. 

Using the transistorized Model 20 
Series digital voltmeter for analog to 
digital conversion, and the new Model 
264 transistorized serial converter for 
driving typewriters or punches, NLS 
state that OTRAC introduces an ad¬ 
vance in reliability into the oscillo¬ 
gram reader field. The system resolves 
1800 counts per inch. The optigraphic 
reading head reduces separation of the 
reading cross hair 0.010 inch with 
negligible parallax error and permits 
inserting non-linear trace calibrations 
into the system. 

Convenience and accuracy in read¬ 
ing X-axis data is achieved by a dual 
measuring system. Reading can be 
either incrementally from the time 
lines printed on oscillograms, or by 
actually measuring X-axis displace¬ 
ment. The displacement measuring 
method is preferred where transient 
data must be read or where data must 
be read at random time increments or 
at increments smaller than those pro¬ 
vided by the timing lines. To set up 
the instrument, an operator turns the 
individual zero point and scale factor 
controls provided for each channel, 
until the proper reading occurs on the 
digital readout. To reduce the oscillo¬ 
graphic data, the operator lines up the 
reading head cross hair with the trace 
to be read and pushes a button. The 
analog to digital conversion is com¬ 
pleted in one-third second and the 
operator can immediately remove the 
cross hair to the next trace to be read. 

Data loading and unloading has 
been simplified through the use of 
collapsible spools and a data transport 
system that pivots completely away 
from the reading area. The collapsible 
spools enable data to be removed at 
any time and later reinstalled. 

Circle 108 on Reader Service Card. 
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WEGEMATIC 1000 
SET FOR WEIZMANN INSTITUTE 


, ALGOL GROUP 
TO PUBLISH FINDINGS IN '60 


ICCFC SYMPOSIUM 
PLANNEDEARLY NEXT YEAR 


FIRST EDITION 
OF IP GLOSSARY PUBLISHED 


GAMMA 60 

LANGUAGE, A.P. 3 DEVELOPED 


PUERTO RICO 
GETS 705 DP CENTER 
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Israel's Weizmann Institute of Science, at Rehovot, 
will be presented with a Wegematic 1000 computer earl-y¬ 
in 1960. Donors are Leo Hirsch, a Los Angeles auto 
dealer, and Dr. Axel Werner-Gren, Swedish financier. 
The Wegematic 1000 is a Swedish engineered improvement 
of the Alwac 3E and the Weizmann machine will mark the 
second delivery. The first delivery was made in Janu¬ 
ary to Gevae.rt of Belgium, a film equipment company. 

DATAMATION'S European Editor was, informed by a relia¬ 
ble source that the group preparing ALGOL is scheduled 
to pause in its progress on September 1960 and publish 
its findings to that date. The published information 
will be available to all prospective users. 

Result of a meeting of the International Computation- 
Center's Preparatory Committee was an agreement that 
a Symposium would be convened in 1960. This may 
take place during the summer, in collaboration with 
CIME, an Italian organization which proposes to 
organize a mathematical seminar in Varenna. The Sym¬ 
posium will deal with two subjects: the numerical 
treatment of normal differential equations ; and the 
numerical treatment of integral and integral dif¬ 
ferential equations. Representatives of Mexico, Spain 
and the United Arab Republic made known their interest 
in data processing equipment involved in the design 
of dams and problems of irrigation for arid countries. 

The first provisional edition of a multilingual ter¬ 
minology of information processing has recently been 
compiled by Dr. J. E. Holmstrom, for the International 
Provisional Center. Contributions have been made by 
experts from computing centers in Russia, Mexico, 
France, and Germany, in their respective languages; 
experts in England, Canada and the USA contributed 
differences in English language terminology. Work will 
proceed in this area and other languages will be added 
— such as the differences in terminology of Spain and 
Latin America. 

A new language, known as A.P.3, said to compare with 
the universal mathematical language, has been 
developed by Mrs. J. Poyen, for use with Bull 
Machines' Gamma 60 computer. A.P.3 uses alphabetic 
characters, arabic numerals, and usual mathematical 
signs and punctuation marks, and is an automatic pro¬ 
gramming of algebraic type intended for writing sci¬ 
entific problems. 

The Puerto Rican Government announced they have 
installed the largest electronic data processing cen¬ 
ter of its kind in Latin America. A 705 forms the 
heart of the center. Prime use of the center will be 
to handle the payroll for 36,000 government personnel 
and the planning of road building programs. 


63 






mx + fx + kx 


v =■ 


2 77 A. 


m ( = K 2 m 


T — T 

x aw x 6 


n b 2 /2g c Jc„ 


Applied Mathematicians 
Engineering Programmer Analysts 
Programming Techniques Specialists 
Data Processing Programmer Analysts 


Republic Aviation’s newly organized Computer Division, 
centralizes in one group all company-wide computer activi¬ 
ties related both to diversified Aero-Space R&D programs 
and Management Data Processing Applications. It provides 
unusual opportunities to... 

ADVANCE COMPUTER 
APPLICATIONS TECHNIQUES 
CONCEPTUALLY AND IN PRACTICE 

The outputs of the largest, fastest, most advanced com¬ 
puters are no “wiser” than the inputs devised by creative 
analysts and scientists. This fact is never lost sight of by 
the technical leaders of Republic’s new Computer Division. 
Sustained effort is directed toward the goal of developing 
new mathematical and programming techniques to extend 
the state of the art in large scale computer applications. 

Programs in which the Division 
participates include: 

Research & Development 

• Interplanetary Trajectory Studies 

• Computer Simulation Investigation 

• Plasma Propulsion Studies 

• Space Environment Investigations 

• Nuclear Studies 
Management Projects 

• Inventory Control 

• Payroll Applications 


Drawing Control 
Operations Analysis 


To implement these programs, an IBM 704 is now in opera¬ 
tion and a 7090 is scheduled for installation in the near fu¬ 
ture. Other sophisticated data processing tools are available. 

Immediate openings in: 

APPLIED MATHEMATICS • PROGRAMMING TECHNIQUES 
ENGINEERING-SCIENTIFIC PROGRAMMING ANALYSIS 
DATA PROCESSING PROGRAMMING ANALYSIS 

QUALIFICATIONS: BS, MS or PhD in Engineering, 
Physics, Mathematics, Statistics or Business Administra¬ 
tion. 2 years experience in computer field desired. 

Send resume in confidence to : Mr. George R. Hickman 
Technical Employment Manager —Dept. 3'2M 


r#0/V 


Farmingdale, Long Island, New York 
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new products mdbthmbtion 


computer diodes 

This manufacturer is placing in inven¬ 
tory for immediate delivery nine JAN 
type subminiature diodes in silicon 
and germanium. These include types 
1N457, 1N458 and 1N459 in silicon, 
and types 1N128, 1N198, 1N270, 
1N276, 1N277 and 1N281 in ger¬ 
manium. Details concerning these 
high-reliability computer type diodes 
is contained in bulletin B-217A-2 
(silicon) and bulletins B-213-1 and 
B-213-2 (germanium). For information 
write CLEVITE TRANSISTOR 
PRODUCTS, A Div. of Clevite Corp., 
241 Crescent St., Waltham 54, Mass. 

Circle 200 on Reader Service Card. 

analog computer 

The smallest analog computer now 
available — a 10-amplifier model 
weighing just 23 pounds — is now in 



production. Designed for educators, 
engineers and scientists, Model 3500 
can be used to study almost any 
physical system that can be described 
by linear differential equations. The 
standard, 10-amplifier 3500 will solve 
up to a seventh order differential 
equation or a ninth degree Laplace 
transform. For solving more complex 
problems, up to three Model 3500 
computers can be slaved together for 
10, 20, or 30 amplifier operation. For 
information write DONNER SCIEN¬ 
TIFIC CO., Concord, Calif. 

Circle 201 on Reader Service Card. 

tape programmer 

A militarized perforated tape pro¬ 
grammer, Model 3277, is now avail¬ 
able for use in military check-out sys¬ 
tems. Designed and built to conform 
to MIL-E-16400, the programmer fea¬ 
tures bi-directional drive, character 

November/December 1959 


reading rates up to 200 per second, 
tape widths up to one inch, and self 
contained electronics for control and 
data playback. For information write 
POTTER INSTRUMENT CO., INC., 
Sunnyside Blvd., Plainview, N.Y. 

Circle 202 on Reader Service Card. 

memory stacks 

Series 3000 apertured ferrite plate 
memory stacks, a line of miniature 
magnetic storage plug-in modules, for 



use in high speed random access 
memories and serial buffers, are avail¬ 
able in standard sizes from 256 to 


4096 words and 4 to 16 bits per word, 
and can be supplied in a wide variety 
of special address capacities and word 
lengths. Particularly suitable for use 
in miniaturized equipment, their com¬ 
pact construction (2V2 in. x 3% in. x 
3% in. for the 512 word, 8 bit mod¬ 
ule) is achieved through the use of the 
0.87" square apertured ferrite plate 
as the storage medium. Operating in 
the same coincident-current selection 
scheme as conventional core arrays, 
the plates require 150 milliamperes 
for half excitation. For information 
write RESE ENGINEERING, INC., 
731 Arch Street, Philadelphia 6, 
Penna., or use reader service card. 

Circle 203 on Reader Service Card. 

transistorized modules 

A series of transistorized, digital, 
plug-in circuits features in-put and 
out-put buffering. Built-in buffering 
allows engineers to go directly from 
logic diagrams to circuitry. The mod- 


FREEDOM 



Our inertial guidance systems utilize two-degrees-of-freedom 
gyros. If you would like to do advanced work with these and 
have had at least a year of engineering experience, please 
write Mr. C. T. Petrie, Manager, Research & Engineering Staff. 


m 


LITTON INDUSTRIES Electronic Equipments Division 
Beverly Hills, California 
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ule series includes all functions nor¬ 
mally encountered in digital systems 
and computer applications. Modules 
for binary and linear counter stages, 
pulse shapers, pulse generators, multi¬ 
ple coincidence gate, and relay and 
neon drivers are provided as shelf 
items. Special circuits are available. 
For information write VITRO LAB¬ 
ORATORIES, 200 Pleasant Valley 
Way, West Orange, N.J., or use card. 

Circle 204 on Reader Service Card. 

digital plotter 

Model GP-1 digital plotter consists of 
(1) two high-speed servo systems 
which position a printing mechanism 
according to the binary coded X and 
Y input signals, (2) two digital-to- 
analog converters, one each for the X 
and Y signals, (3) a plot and com¬ 
puter acknowledge circuit and (4) 
power supplies. The plot and com¬ 
puter acknowledge circuit actuates the 
printing solenoids after the printing 
mechanism has been properly posi¬ 
tioned by both the X and Y servo sys¬ 
tems. The Model GP-1 digital plotter 


can be supplied to accept X-Y data in 
any normally used digital format. For 
information write THE GERBER 
SCIENTIFIC INSTRUMENT COM¬ 
PANY, 89 Spruce St., Hartford, Conn. 

' Circle 205 on Reader Service Card. 

digital module 

Binary decade counter. Model BD- 
101 consists of four transistor flip- 
flops that may be externally connected 



as a binary counter, as a binary coded 
decimal counter, or other multistage 
counter that requires feedback. Power 
required for the counter is +20 volts 
at 20 milliamperes and —90 volts at 
1 milliampere. For information write 
COMPUTER CONTROL COMPANY, 


INC., 983 Concord St., Framingham, 
Mass., or use reader service card. 

Circle 206 on Reader Service Card. 


data processing system 

Elements of the basic 1401 system 
are the 1401 processing unit, 1402 
card read-punch, and 1403 printer. 



Configurations include a card sys¬ 
tem, a tape system and a combina¬ 
tion of the two. The 1401 may be 
operated as an independent sys¬ 
tem, in conjunction with punched 
card equipment, or as auxiliary 
equipment to larger systems. It 
performs functions previously re¬ 
quiring a number of separate ma¬ 
chines: card reading and punching, 
separation of output cards, calcu¬ 
lating and printing, 
processing unit — The 1401 per¬ 
forms arithmetic and logical func¬ 
tions, controls card reading-punch¬ 
ing, and magnetic tape input and 
output and instructs printer. It 
edits systems printed output and is 
available with 1,400, 2,000 and 
4,000 positions of core storage. It 
processes both alphabetical or 
numerical data. 

card read-punch — The 1402 reads 
card information into the process¬ 
ing unit, punches cards and sepa¬ 
rates them into radial stackers. 
Cards can be removed during 
operation. Maximum speeds are 
250 cpm punching, 800 cpm read¬ 
ing. 

printer — The 1403 has a moving 
horizontal chain of engraved type 
faces operated by 132 electroni¬ 
cally-timed hammers spaced along 
the printing line. The impact of 
the hammer presses the paper and 
ink ribbon against a type char¬ 
acter, causing it to print. A printer 
feature, Dual Speed Carriage, al¬ 
lows it to skip over blank spaces 
on forms at speeds in excess of 
normal printing rate. For informa¬ 
tion write INTERNATIONAL 
BUSINESS MACHINES CORP., 
112 E. Post Road, White Plains, 
N.Y., or use reader service card. 

Circle 207 on Reader Service Card. 


CHECK THE LOW COST of these 
new printed circuit test jacks 



Patents pending 
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For .052 application holes 
on .400 centers 
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Samples on request 

Ucinite’s new test jack is designed for permanent, 
soldered assembly to printed circuit boards. Gold-over¬ 
silver-plated beryllium copper contacts provide low- 
resistance contact for repeated insertions of standard 
.080" diameter test probes. Nylon bodies are available 
in eleven standard code colors. Uniquely simplified 
construction affords economical usage in all quanti¬ 
ties. Immediate shipments from stock. 

The UCINITE COMPANY 

Division of UNITED-CARR Fastener Corporation 
Newtonville 60, Massachusetts 

Circle 23 on Reader Service Card. 
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tape preparation, editing 

A new paper tape preparation and 
editing console which automatically 
verifies and duplicates tapes consists 



of a numerical keyboard, a control 
and comparison section with 6-digit 
decimal readout, two tape readers and 
one tape perforator. Key features are 
tape-to-tape duplication and verifica¬ 
tion at 60 characters per second; key¬ 
board visual display and shift register 
to eliminate copying errors; automatic 
error alarm and tape corrections with¬ 
out over punching or splicing. Tape 
may be produced in several modes 
from source data entered at the key¬ 
board. Or it may be reproduced di¬ 
rectly from a master tape placed in 
one of the readers. For information 
write TALLY REGISTER CORP., 
5300 14th Avenue N.W., Seattle 7, 
Wash., or use reader service card. 

Circle 208 on Reader Service Card. 

logic circuit plug-ins 

Series 2010 Logix Blocks are a set of 
transistor operated, digital logic cir¬ 
cuit plug-in cards, for design and con¬ 
struction of special purpose digital 
computers and data processing equip¬ 
ment, digital communication links, 
digital simulation, and related equip¬ 
ment. Operating at data rates in the 
200 kc range, Logix Blocks feature 
end point circuit design. The circuits, 
which include flip-flops, gating cir¬ 
cuits, pulse generators, power ampli¬ 
fiers and multivibrators, operate over 
a temperature range of from — 30 °C 
to +55 °C, and are mounted on glass- 
epoxy base material. For information 
write RESE ENGINEERING, INC., 
731 Arch St., Philadelphia 6, Pa. 

Circle 209 on Reader Service Card. 

tape interrogator 

The Univac tape search writer, an in¬ 
tegrated system which provides an 
economical method of searching a 
magnetic tape file for a desired item 
and then automatically types the in- 



mmm 


wanted: 

WAR 

GAME 

PLAYERS 


Very large-scale air-battle digital 
computer simulations are now going on 
at the Washington Research Office 
of tech/ops. Present operations 
call for top-flight mathematicians, 
mathematical statisticians, 
senior programmers, operations 
research analysts. 

These computer air battles are stochastic 
models which involve design and 
evaluation, and development of unusual 
techniques for studying sensitivity 
of these models to input changes. 
Associated activity involves design of 
advanced programming systems and 
of common language carriers which are 
expected to be independent of the 
first computer used—the computer itself 
augmenting and improving the 
language for use on later and more 
sophisticated computers. 

If challenging work, stimulating 
atmosphere, and an opportunity 
to participate in an unusual 
company/employee investment program 
interest you . . . write or wire collect: 


Kingsley S. Andersson 


Technical 
Operations f 
Incorporated 


WASHINGTON 7, D. C, 


♦Final position in the famed simultaneous exhibition at Pernau, 1910 
Nimzovich (white) vs Ryckhoff (black). 


Circle 82 on Reader Service Card. 
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The Laboratory, with its staff of 900 employees, is prima¬ 
rily engaged in the conception and perfection of completely 
automatic control systems necessary for the flight and 
guidance of aircraft, missiles and space vehicles. 

R and D opportunities exist for: 

ENGINEERS 

• Logical Design 

• Programming 

• Input-Output Circuitry 

• Instrumentation 

• Development of Transistorized 
Digital Components 

• Analog to Digital to Digital 
to Analog Conversion ~ 

PROGRAMMERS 

• Simulation of Missile and Space Vehicles 
Guidance and Control Systems on IBM 650 and 704 
Installations 

• Design and Write Advanced Compiler Systems for 
IBM 650 and 704. 

Call or write: 

IVAN SAMUELS 
Director of Personnel 

INSTRUMENTATION LABORATORY 

MASSACHUSETTS INSTITUTE OF TECHNOLOGY 

68 Albany Street 
Cambridge 39, Massachusetts 
UNiversity 4-6900, Ext. 3544 


‘Graduate courses may be taken for credit while earning full pay. • U. S. Citizenship Required 


Circle 83 on Reader Service Card. 
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formation, has just been announced. 
Users of Uni vac II computing sys¬ 
tems will find it particularly valuable 
as peripheral equipment. It permits 
finding tape-recorded records and 
printing the desired information with¬ 
out consuming computer or program¬ 
mer time. It may also be used as an 
error-checking interrogator because it 
incorporates all the error-checking 
features found in Uni vac systems. For 
information write REMINGTON 
RAND UNIVAC, 315 Park Avenue 
South, New York 10, N.Y., or use card. 

Circle 210 on Reader Service Card. 


film reading system 

Dilog 510, a new semi-automatic film 
reader with an automatic, high speed 
electronic digitizing unit accurately 



measures distances along two axes on 
16mm to 70mm sprocketted film and 
displays a magnified image of the film 
being measured. The digitizer is an 
indicating and recording accumulator 
which counts and stores measurement 
pulses generated by the reader. The 
510 has a counting rate of 20,000 
counts per second with a maximum 
storage 100,000 counts along each 
axis. Card punching speed is 50 cards 
per minute; will also type up to 600 
characters per minute, or will provide 
20 columns per second of punched 
tape with optional output equipment. 
For information write DATA IN¬ 
STRUMENTS, A Div. of Telecom¬ 
puting Corp., 12838 Saticoy St., 
North Hollywood, Calif., or use card. 

Circle 211 on Reader Service Card. 


recording system 

The development of a high-speed re¬ 
cording system, Dacom, that reads 
magnetic tapes from computers and 
registers characters on microfilm has 
been announced. Dacom has a speed 
of 16,500 characters per second. As 
many as 66 lines of 130 characters can 
appear as a page, and these are micro¬ 
filmed at more than two frames per 
second. The system can record 6,900 
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lines or more per minute. A roll of 
1,000 feet of 16mm film will contain 
the decoded information from more 
than 35 reels of 2,400-foot magnetic 
tape. With the new system a vast 
amount of information can be re¬ 
corded, ready for storage, viewing, or 
reproduction. Dacom will have varied 
applications in high-speed computer 
read-out, and in other fields under 
study. For information write KODAK 
APPARATUS & OPTICAL DIVI¬ 
SION, 343 State Street, Rochester 4, 
N.Y., or use reader service card. 

Circle 212 on Reader Service Card. 


tape reader set 

Model 28 miniaturized LXD tape 
reader set measures 5% in. in height, 
IVz. in. in width and 9 x /2 in. in depth 



and features facilities for sequential 
(serial) output, hundred-word-per- 
minute transmission and reduced pow¬ 
er requirements. Optional contacts are 
available for multiwire output. Mod¬ 
els may be had to read 5- or 6-level 
chadless or fully perforated tape. The 
new set is proposed for, a wide range 
of tape reading applications including 
on-line data transmission over exist¬ 
ing communications facilities. For in¬ 
formation write TELETYPE COR¬ 
PORATION, 4100 Fullerton Avenue, 
Chicago 39, Illinois, or use card. 

Circle 213 on Reader Service Card. 


micro micro diode 

This tiny device designed for com¬ 
puter and missile manufacturers and 
others in the electronics industry 
weighs 14.09 milligrams compared 
with 160 milligrams for a silicon di¬ 
ode considered standard. Production 
of the diode involves chemical bond¬ 
ing of the molecules of the silicon 
crystal with surface elements that 
serve as a protective coating. The 
process is termed a chemical surface 
passivitation technique. Ordinarily, 
functioning diode or transistor crystals 
are encapsulated in glass containers. 
The new bonding is described as one 


_ in computer system design when 

Computer Control Company can be of service 



service The design engineer can select the widest variety of 
proven, highly-reliable modules as the basic circuits 
in his system. This time-saving selection of 
off-the-shelf, proven modules allows the designer to 
concentrate his efforts in meeting his specific 
computer requirements. 


service Computer Control modules are available in the fields 
of static and dynamic digital logic systems. The 
modules are fully-compatible and fully transistorized. 
Computer Control’s painstaking selection of 
conservatively-rated, high-quality components assures 
extreme reliability. 

service Computer Control works with and for the computer 

systems design engineer to help him design the system 
exactly suited to his needs! 


service 



Ask today for brochure M describing Computer 
Control’s M-PAC family of 100 kc modules, and 
brochure T covering the T-PAC series of 1 me dynamic 
pulse-train modules! For additional assistance, call or 
write with the basic area of design, and we’ll be glad 
to suggest the most expeditious way of assembling a 
system to meet your special requirements! 


COMPUTER CONTROL COMPANY, INC. 

Easton Division: 983 Concord Street, Framingham, Massachusetts 

Boston telephone: CEdar 5-6220 

Western Division: 2251 Barry Avenue, West Los Angeles 64, California 

BRadshaw 2-9135/GRanite 8-0481 

Circle 24 on Reader Service Card. 
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at General Electric's expanding Specialty Control Dept. 


With more than 70% of the business 
broadly-based in commercial work, G.E.’s 
Specialty Control Department couples 
the advantages of long-term stability with 
fresh engineering challenge in the rapid¬ 
ly expanding field of industrial automa¬ 
tion and control. 

Today’s emphasis on new and larger 
markets for automatic machine program 
controls, automated manufacturing 
equipment and systems provides unusual 
professional potential for the engineers 
who join us now. 

In addition, military programs here 
which involve control components and 
systems for aircraft, missiles and ground 
support equipment offer a growing share 
of unique technical assignments. 


Systems under development utilize a 
variety of advanced components and 
techniques, including: 

ELECTRICAL & HYDRAULIC SERVO SYSTEMS / 
ELECTROMECHANICAL TRANSDUCERS / TRAN¬ 
SISTORS / MAGNETIC AMPLIFIERS / PHOTO¬ 
ELECTRIC DEVICES / INFRARED / MICROWAVE / 
DIGITAL CIRCUITRY / INFORMATION HANDLING 
SYSTEMS / MINIATURIZED, SEALED RELAYS 

Starting salaries range from $6,500 to 
$14,500 for positions immediately avail¬ 
able in areas of: 

ADVANCE PRODUCT ENGINEERING / RELIABILITY 
ENGINEERING/MANUFACTURING ENGINEERING/ 
DESIGN ENGINEERING / TECHNICAL WRITING / 
PRODUCT PRODUCTION ENGINEERING 


NEW PRODUCTS 


of the secrets of the size reduction. 
The manufacturer states that 20,400,- 
000 of these diodes could fit in a 
cubic foot of space. The device is 
now in full production. For informa¬ 
tion write PACIFIC SEMICONDUC¬ 
TORS, INC., 10451 W. Jefferson 
Blvd., Culver City, Calif., or use card. 

Circle 214 on Reader Service Card. 

analog computer 

All logic elements in DYSTAC (DY- 
namic memory and Storage Analog 
Computer) operate with a frequency 



response adequate for 50 solutions 
per second. The dynamic memory 
element stores input variables within 
±10 microseconds of automatic 
HOLD command and resets in one 
millisecond. An interpolator provides 
single-variable function generation 
with fourth-order accuracy from five 
input data points. The basic DYSTAC 
is available with 48 amplifiers, field- 
expandable to 80 operational ampli¬ 
fiers; larger DYSTAC systems are 
equipped with 222 operational ampli¬ 
fiers, 90 electronic multipliers, and 30 
ten-segment diode function genera¬ 
tors. For information write COM¬ 
PUTER SYSTEMS, INC., 611 Broad¬ 
way, New York 12, N.Y., or use card. 

Circle 215 on Reader Service Card. 

trice, daft 

TRICE (Transistorized Realtime In¬ 
cremental Computer Expandable) di¬ 
rectly replaces analog computers for 
simulation and other purposes. As a 
part of an operational system, it can 
perform as a missile impact predictor, 
a process control optimizer, a satellite 
tracking computer, a stable platform 
computer, a generalized coordinate 
converter, and for similar high speed 
computations. DAFT (Digital/Analog 
Function Table) provides accurate 
and repeatable arbitrary function gen¬ 
eration for analog computers. Arbi¬ 
trary functions — such as drag as a 


For a fromft evaluation of your qualifications in light of current opportunities , 
forward your resume in confdence to Mr. D. Hogan , "Dept. D-MK” 

SPECIALTY CONTROL DEPARTMENT 

GENERAL A ELECTRIC 

Waynesboro Virginia 

Circle 84 on Reader Sevrice Card. 
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function of speed — are often critical 
in analog computations. By increasing 
the accuracy and repeatability with 
which such functions can be gen¬ 
erated, overall analog solution ac¬ 
curacies often can be increased by one 
or more orders of magnitude. For in¬ 
formation write PACKARD BELL 
ELECTRONICS CORP., Technical 
Products Div., 12333 W. Olympic 
Blvd., Los Angeles 64, California. 

Circle 216 on Reader Service Card. 

scanning printer 

A new solenoid-actuated, self-con¬ 
tained scanning printer is designed to 
print data from high impedance deci¬ 
mal sources. Operating on a minimum 
+ 10 volt DC input signal, the Digit- 
Matic scanning printer scans and 
prints numbers stored in glow counter 
tubes, digital ohmmeters, Nixie dis¬ 
play counters, or other electronic de¬ 
vices. This printer may be adapted to 
perform functions from listing to addi¬ 
tion and subtraction, multiplication 
and division. It can be furnished with 
various model adaptions and digital 
capacities. The normal operating 
speed is .250 seconds per column 
scanned. An additional .270 seconds 
is added with non-totalizing printers 


and .350 with totalizing models. For 
information write VICTOR ADDING 
MACHINE CO., 3900 N. Rockwell 
St., Chicago 18, Ill., or use card. 

Circle 217 on Reader Service Card. 

midget data logger 

A midget digital data logger, weigh¬ 
ing two ounces, and capable of con¬ 
tinuously monitoring up to ten chan¬ 
nels of information in a tactical tele¬ 
metry system, will be delivered short¬ 
ly to the Navy Bureau of Aeronautics. 
The logger, an outgrowth of research 
and development of commercial digi¬ 
tal data processing equipment, oc¬ 
cupies 2 V 2 cubic inches and, with its 
accompanying battery and transmitter, 
fits into a flip-top cigarette package. 
For information write AERONCA 
MANUFACTURING CORP., Middle- 
town, Ohio, or use reader card. 

Circle 218 on Reader Service Card. 

selenium diodes 

Capable of operating in ambient tem¬ 
peratures from — 50 °C. to +100°C. 
without derating, the selenium diodes 
come in eight types, wtih peak inverse 
voltage ranges from 50 to 400 volts, 
at 12.5 ma. Maximum case length is 
.380 inches for all eight types, with 


announcing the new DYKOR® 
solid state photo-electric 


HI-SPEED PERFORATED TAPE READER 

reads faster! starts faster! stops faster! 



New from DIGITRONICS CORPORATION, pioneers in data processing technology, 
is the rugged and compact, fully transistorized DYKOR 3500 Perforated Tape 
Reader. Featuring proven high speed read-ability of from 100 to 1500 characters 
per second, this unique Reader employs all-solid state amplification for long life 
and greater reliability. Stable silicon photo-diodes service all 8 levels and sprocket 
channel for dependable, consistent reading over a wide temperature range. Avail¬ 
able in single or dual speeds, in an advanced-design Reel/Strip model or with 
Spooler. 

For your electronic digital computer input, machine tool control or paper-to- 
magnetic tape conversion applications...wherever high speed, greater accuracy 
and proven, trouble-free performance are required, see DIGITRONICS CORP. first. 
WRITE OR CALL TODAY FOR COMPLETE DETAILS. 



FEATURES... 

★ READS FROM 100 TO 1500 
CHAR./SEC.! 

★ STOPS BEFORE NEXT 
CHARACTER AT 1000 
CHAR./SEC. 

★ STOP TIME-0.5 ms. START 
TIME-3 ms.! 


★ ALL-TRANSISTORIZED CHASSIS 

★ SILICON PHOTO-DIODES 

★ INDIVIDUAL BIAS ADJUST¬ 
MENT FOR EACH CHANNEL 

★ HANDLES ALL STANDARD 
TAPES INTERCHANGEABLY 

★ IN-LINE TAPE LOADING 


TRONICS CORj 

101 Albertson Avenue • Albertson, L. I., New York 



• Pioneer 7-5090 


Circle 25 on Reader Service Card. 



ENGINEERS 


RESEARCH 

OPPORTUNITIES 

Aeronutronic, a new 
division of Ford Motor 
Company, has immedi¬ 
ate need for computer 
engineers to staff its 
new $22 million Re¬ 
search Center in New¬ 
port Beach, Southern 
California. Here, you 
have all the advantages 
of a stimulating environ¬ 
ment, working with ad¬ 
vanced equipment, lo¬ 
cated where you can 
enjoy California living 
at its finest. 

Look into these ground 
floor opportunities in re¬ 
search and development 
work that is challenging 
and exceptionally re¬ 
warding to qualified 


fMA 


r i 

I! 


Positions now open: 
Systems Engineer 

Magnetic Memory 
Engineers 

Communications 

Engineers 


Digital Computer 


Programmers 

Transistorized Circuit 
Engineers 

Logical Designers 
Circuit Engineers 
Mechanical Engineers 
Optical Engineers 

Qualified applicants are 
invited-to send resumes 
or inquiries to Mr. R. E. 
Durant, Aeronutronic, 
Box NH-486, Newport 
Beach, California. 


Computer Operations 

AERONUTRONIC 

a Division of 
Ford Motor Company 
Newport Beach 
Santa Ana • Maywood 
California 
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NEW PRODUCTS 


the computer 

that can tutor ... 



widths ranging from .340 inches for 
the 50 and 100 volt units up to .480 
inches for the 400 volt type. Bent pig¬ 
tail and red dot on body of the diode 
give positive lead indication. Appli¬ 
cations cover a wide range from com¬ 
puters, business machines, power sup¬ 
plies, etc. For information write RA¬ 
DIO RECEPTOR COMPANY, 240 
Wythe Ave., Brooklyn 11, N.Y. 

Circle 219 on Reader Service Card. 


registered printing 

S-C 5200 Systems print numbers, let¬ 
ters or symbols at speeds up to 5,000 
lines per minute on pre-printed 
forms. They incorporate several 
changes from the original S-C 5000 
Series to permit printing of pre¬ 
printed forms with close tolerance. 
These include an M-30 Storage Buffer 
which stores and interprets data and 
instructions from digital computers 
and directs the printing format. The 
S-C 5200 Systems include circuitry 
for photosensing registration marks 
and for controlling start-stop, skipping, 
end of line, end of file and stop, parity 
check and parity check alarms, and 
end of record. The M-30 uses a mag¬ 
netic core to store data and release it 
at the correct printing rate. For infor¬ 
mation write STROMBERG-CARL- 
SON-SAN DIEGO, Div. of General 
Dynamics Corp., Box 2449, San Diego 
12, Calif., or use reader service card. 

Circle 220 on Reader Service Card. 


SPEC, the Stored Program Educational Com¬ 
puter, converts in seconds to any one of three com¬ 
pletely different logical configurations—to a general- 
purpose machine, to a digital differential analyzer, 
to a universal logic implementer —through the use 
of interchangeable plugboards. 

SPEC is the first commercially available com¬ 
puter specifically designed to teach the logic, con¬ 
struction, hardware techniques and programming of 
digital systems. The trainee can quickly verify his 
work simply by inserting his individual plugboard 
into the computer. 

Applications: Training in general-purpose 
computer and digital differential analyzer tech¬ 
niques, in logical design, and in programming; Solu¬ 
tion of complex differential equations; Implemen¬ 
tation of portions of other digital machines for the 
study of computer logic. 


COMPUTER CONTROL CO., INC. 

Western Division/Dept. C 
2251 Barry Ave., Los Angeles 64, Calif. 

Descriptive literature and prices on request. 

Circle 26 on Reader Service Card. 



recovery diodes 

New diode types combining high cur¬ 
rent capabilities with exceptionally 
fast recovery times for ideal applica¬ 
tion to computer switching operations 
are now in production. The new sili¬ 
con-diode types, 1N837 through 1N- 
845, generally follow the specifica¬ 
tions of the widely used family of 
diodes represented by type 1N643. 
However, the forward current capa¬ 
bility has been sharply increased, by 
a factor of 10-1 or better in most 
cases. The minimum forward-current 
specification for the new diodes (at 
25°C and 1.0 volt) is 100 to 200 mA. 
These units stay within a maximum 
recovery time of 0.3 to 0.5 microsec¬ 
onds. For information write HUGHES 
AIRCRAFT COMPANY, Florence 
Ave. & Teale St., Culver City, Calif 

Circle 221 on Reader Service Card. 
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ENGINEERS . SCIENTISTS 


General Electric’s Heavy Military Electronics Dept. 

AWARDED CONTRACT FDR 

Systems Integration, Engineering, and Management of... 

ADR WEAPONS CONTROL SYSTEM 412L 


A universal electronic control s y stem to meet the vast problem of Air D e fense 
outside o f the Continental United States. 


Systems-oriented engineers and scientists will appreciate the broadband technical challenge of the 
Air Weapons Control System 412L. There are important openings for men who are experienced in: 
Weapons Systems Analysis • Mathematical Analysis of Engineering Problems • Computer 
Programming • Military Communication Systems • Radar Systems • Weapons Control 
Systems • Electronic Circuitry • Industrial & Military Psychology 


O Working in close cooperation with 
the USAF, it is Heavy Military’s re¬ 
sponsibility to integrate all subsys¬ 
tems—data acquisition, communica¬ 
tions, data processing and display- 
plus various defensive weapons into 
a well coordinated and efficient oper¬ 
ating system. 

VERSATILE AIR CONTROL 
APPLICATIONS The revolution¬ 
ary 4t2L can be used to defend a 
single airfield, or, by linking control 
sites together, it could he used in a 
limited action to provide air control 
for an area the size of Alaska. Simi¬ 
larly, by linking the capabilities of 
countries together, a system could be 
provided for the air control of an en¬ 


tire continent. Designed for both 
fixed and mobile applications, the 
412L will be used primarily outside 
the U, S. since the SAGE system is 
used for the defense of this country. 

HMED IS ALSO DESIGNING 
THE “HEART" OF THE SYSTEM 

In addition to its prime mission of 
providing systems management, 
HMED will design, develop and pro¬ 
duce the data processing and dis¬ 
play subsystem which is the “heart” 
of the 412L. Capable of rapidly and 
automatically detecting and tracking 
air targets, the subsystem operates 
without human assistance, except un¬ 
der unusual circumstances. 


OTHER FAR-RANGING 
PROGRAMS AT 
HEAVY MILITARY 

At the present time additional 
far-ranging programs are being 
pursued in diverse and impor¬ 
tant areas at TINE D.- 

• Fixed & Mobile Radar 

• Shipborne Radar 

• Underwater Detection Systems 

• Missile Guidance 

• Data Handling Systems 
» Communications 
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i 


**^•1^;} ji:Uu- ; vi'ymL 

^\mssssmm 

1 


Mmmm B 


v,^, ->■•;.*: v: y ,, . t-- 


' 7: .• ' -: , 


g«lgg» 

. -Mir-: • . .is, j 


V‘ :>«• :.l». jstlin,;. V-VrKi^ 


Expanding the Frontiers 
of Space Technology in 

COMPUTER 

OPERATIONS 


How To Get Things Done 


*Pat. App. For 


USKiy ALUMINUM, INC. 

Friendship International Airport,Box 506 Glen Burnie4, Md. 
Circle 27 on Reader Service Card. 


Write for free Elaflor litera¬ 
ture and installation examples 


lFLOR* 

RECOMMENDED 
FOR COMPUTER 
ROOMS, 
BUSINESS 
MACHINE AREAS 


Provides a strong, ele¬ 
vated, fire resistant floor 
with free access to cables, 
air conditioning ducts, air 
and vacuum lines, tele¬ 
phone lines, etc. Elaflor 
...designed for computer 
rooms . . . business ma¬ 
chine areas, etc. gives 
you these advantages 
plus the durability of ex¬ 
truded aluminum and the 
beauty of the floor cov¬ 
ering of your choice. 


elevated aluminum flooring 


BOARDMASTER VISUAL CONTROL 

Gives you a Graphic Picture of your operations, spot¬ 
lighted in color. You See what is happening at a glance. 
Facts at eye level—saves you time, prevents errors. 

Simple, flexible—easily adapted to your needs. Easy to 
operate. Type or write on interchangeable cards, snap in 
grooves, ideal for production, scheduling, sales, traffic, in¬ 
ventory, etc. Made of metal. Compact, attractive. 


Complete Price 


Including Cards 


FREE 


24-Page Illustrated Booklet CG-20 
Mailed Without Obligation 


GRAPHIC SYSTEMS 


55 WEST 42nd STREET 
NEW YORK 36, N.Y. 
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ST. PAUL FIRM ANNOUNCES 


COMPUTER DISPLAYS 


Two new output display devices which have attracted the 
attention of at least two major computer manufacturers 
(Control Data Corp. and Remington Rand) have been an¬ 
nounced by Data Display, Inc., 1820 Como Ave., St. Paul, 
Minn. The two units are dd52 and dd37. 

The dd37 is a computer output display device useful 
for realtime data monitoring, computer maintenance test¬ 
ing and computer program debugging. Data is displayed 
on conventional cathode ray tubes. Deflection signals 
which form the numerals, letters and other symbols are 
developed by an application of digital circuit techniques 
resulting in high operating speed. The character repertoire 
is the octanary set of Arabic numerals, zero through seven. 
Any numeral may be displayed at any position in 32 verti¬ 
cal columns and 32 horizontal rows. A maximum of 1,024 
characters can be displayed simultaneously. A 14 bit 
(minimum length) computer output register is used for 
data transmission to the dd37. Some specifications are: 
200,000 char/sec. data display rate; IVi microseconds 
character generation time, and input enable resync time. 
The dd37 can be adapted for use with any computer. 

The dd52 is a high speed computer output display 
which can display a full set of alphanumeric characters. 
The 48 character repertoire is the decimal numerals, the 
English alphabet and miscellaneous marks and signs. Any 
symbol can be displayed at any position in 1,024 vertical 
columns (512 columns on each of two cathode ray tubes) 
and 512 horizontal rows. A maximum of 4,100 (approxi¬ 
mately) characters can be simultaneously displayed. A 26 
bit computer output register is used for data transmission. 
Some features are: 8 microseconds total time between suc¬ 
cessive character displays; 125,000 char/sec. data display 
rate; character regeneration rate of 30 per second mini¬ 
mum flickerless presentation. 


Circle 109 on Reader Service Card. 



The dd52 and (inset) a typical display on an engineering proto¬ 
type five-inch cathode ray tube. The characters shown are being 
displayed at a 200 kc rate (i.e., an average of five microseconds, 
between successive characters). 




digital 

computer 

engineers 



circuit designers 
logical designers 
systems analysts 
programmers 


HUGHES in FULLERTON has immediate Research & 
Development openings for circuit designers, logical 
designers, programmers and analysts for the develop¬ 
ment of large scale information processing systems, 
including new general purpose and special purpose 
computers. Assignments exist in the following areas 
of specialization: 


CIRCUIT DESIGN ! 

_i 

• High Speed Transistorized Switching Circuits, 
Core Memory Systems, Pulse Techniques, 
Input-Output Devices, Advanced Research In 
Millimicrosecond Gating and Advanced 
Memory Techniques 


LOGICAL DESIGN 


• Buffers, Arithmetic Units, 
Input-Output Equipment, 
Program Control Units, 
Special Purpose Devices 


SYSTEMS ANALYSIS AND PROGRAMMING 


• Military Data Processing Systems, Automatic 
Programming Systems, Experimental 
Programming, Diagnostic Programs for 
Detecting and Isolating Computer 
Malfunctions, Computer Aids to Design and 
Fabrication of Equipment. 


I HUGHES ! 

i i 

i___J 

HUGHES AIRCRAFT COMPANY 

FULLERTON RESEARCH & DEVELOPMENT 

For further information or interview appoint¬ 
ment, visit, write or telephone (collect) : 


Mr. B. P. RAMSTACK 

Hughes Aircraft Company 
Fullerton, Orange County, So. California 

Telephone: MAdison 9-5211, Los Angeles 
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Opportunities in 


Systems 






AT REMINGTON RAND UNIVAC-LEADER IN SOLID-STATE DEVELOPMENT 


Remington Rand Univac has again demonstrated its leadership in automatic 
data processing with the development and delivery of systems utilizing 
solid state components exclusively. Openings for systems analysts and 
programmers, as well as other qualified applicants, now exist in areas 
involving these advanced equipments. Univac offers you the opportunity to 
advance your career development, while at the same time participating in 
interesting programs which are rapidly advancing the state of the art. You 
are invited to investigate the opportunities described below: 


offer experienced programmers an opportunity to immediately assume 
higher level responsibilities and increase their professional status. 

COMPUTER LOGICAL DESIGNERS —Engineering, Mathematics, or Physics 
degree with experience in the logical design of data processing equipment. 

ENGINEER WRITERS-Engineering or Science degree with experience in 
tfje preparation of operations or maintenance manuals for data processing 
equipment. 


COMPUTER APPLICATIONS ANALYSTS— Engineering, Mathematics, or Phys¬ 
ics degree with experience in the use of large scale digital computers in 
real-time control systems, with emphasis on timing and control studies, 
methods of handling data, and compiler development. 

MILITARY SYSTEMS ANALYSTS— Engineering, Mathematics, or Physics de¬ 
gree with experience in weapons and missile guidance systems involving 
digital control, digital conversion, radar and communications information 
processing and display and output equipment. 

BUSINESS SYSTEMS ANALYSTS— College degree with experience in business 
applications and programmings of digital data processing equipment as 
applied to production control, and maintenance logistics. 

COMPUTER PROGRAMMERS— College degree and one year or more of 
experience in programming large scale digital computers. These positions 



Send resume of education and experience to: 

R. K. PATTERSON-Dept. D-2, REMINGTON RAND UNIVAC 

Division of Sperry Rand Corporation 

2750 West Seventh Street, St. Paul 16, Minnesota 

Inquiries regarding openings at our other laboratories should be 
addressed to: 

F. E. NAGLE-Dept. D-2, REMINGTON RAND UNIVAC 
Division of Sperry Rand Corporation, 

1900 West Allegheny, Philadelphia 29, Pennsylvania 

R. F. MARTIN-Dept D-2, REMINGTON RAND UNIVAC 
Division of Sperry Rand Corporation, 

Wilson Avenue, South Norwalk, Connecticut 


DIVISION OF SPERRY RAND CORPORATION 
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WITH ONLY MINUTES TO ACT 


If America should be attacked . . . from 
bases around the world Strategic Air Com¬ 
mand bombers, .tankers and surface-to- 
surface missiles will rise to action. Minutes 
only will be available. 

To integrate and control this assault re¬ 
quires accessibility and handling of a 
staggering volume of data. In the missile 
era, present methods of gathering and 
processing data will be inadequate. SAC is 
automating the system. 

As systems manager. International Elec¬ 
tric Corporation is developing- and will 
turn over to SAC a world-wide electronic 


combat control system, an integrated com¬ 
plex of electronic subsystems. The system, 
employing digital techniques and equip¬ 
ment, will transmit, process and display 
information on a global basis . . . with 
only seconds involved. 

Engineers whose interests lie in systems 
engineering, data processing and commun¬ 
ications will find in this long-term project 
exceptional opportunity to exercise crea¬ 
tive competence and individual initiative. 
For details of engineering assignments 
write B. J. Crawford, Director of Techni¬ 
cal Staffing. 


INTERNATIONAL ELECTRIC CORPORATION 

An Associate of International Telephone and Telegraph Corporation 
Route 17 & Garden State Parkway, Paramus, New Jersey 
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Dramatic improvement over present standard cores offers 
greater design flexibility, top performance 
in high-speed coincident current memory applications 


New 1-/jl sec memory cores 226M1 (XF-4028) 
and 228M1 (XF-4257) developed at RCA’s Ma¬ 
terials Lab in Needham Heights, Mass., repre¬ 
sent an important step forward in ferrite core 
design for military and commercial computers. 
See chart for the significant improvements in 
power requirements and operating margin now 
possible in l-/x sec operation. 


Call your local RCA Field Representative and 
learn how the new 226M1 and 228M1 can fit into 
your new computer designs. He can also give 
you information on the entire line of RCA Fer¬ 
rite Memory Cores, Planes and Stacks available 
to meet your specific design requirements. For 
technical data, write RCA Commercial Engi¬ 
neering, Section K-109-NN , Somerville, N. J. 


NOMINAL OPERATING CHARACTERISTICS AT 25°C 

Type 

Size 

Full Driving 
Current (Im) 
(ma) 

Partial-Write 
Current (Ipw) 
(ma) 

Pulse Rise 
Time (T f ) 
(nsec) 

SWitching 
Time (T s ) 
(nsec) 

Response 

“Undisturbed 1” 
(nV,) 

(mv) 

“Disturbed 0” 
(dV,) 

(mv) 

228M1 

(XF-4257) 

.080" x .050" x .025" 

620 

310 

0.2 

1 

160 

18 

226M1 

(XF-4028) 

.050" x .030" x .015" 

380 

190 

0.2 

1 
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QMM RADIO CORPORATION OF AMERICA 

Semiconductor & Materials Division • Somerville f N. J. 


RCA FIELD OFFICES: 

East: 

744 Broad Street, Newark, N. J. 

HUmboldt 5-3900 

Northeast: 

64 "A” Street 

Needham Heights 94, Mass. 

Hlllcrest 4-7200 
East Central: 

714 New Center Bldg., Detroit 2, Mich. 

TRinity 5-5600 

Central: 

Suite 1154, Merchandise Mart Plaza 
Chicago, III., Whitehall 4-2900 
West: 

6355 E. Washington Blvd. 

Los Angeles, Calif., RAymond 3-8361 
Gov't: 

224 N. Wilkinson St., Dayton, Ohio 

BAIdwin 6-2366 

1625 "K” Street, N.W. 

Washington, D.C., District 7-1260 
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